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California Buydown 


Not all is lost in California— 
if you are willing to install a 
renewable energy system, 
the state is willing to help 
you pay for it. No kidding. 


Biodiesel on Campus 


Panama Bartholomy and the 
crew at the Campus Center 
for Appropriate Technology 
at Humboldt State University 
make biodiesel for their 
vehicles, and for the center's 
backup generator. 


Great Northern Attitude 


Chris LaForge takes a “bold 
truth” approach toward site 
survey and system design. 
Scared at first, his customers 
are satisfied in the long run. 
And the RE movement 
grows on success. 
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cooling with this introduction 
to thermodynamics. The 
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transferred is the natural 
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Your Energy Destiny 


alifornia’s “energy crisis” is really a crisis of 

inefficiency and overuse. Soon the situation 

will spread to other states and countries, so 
don’t feel immune. Our leaders are telling us it is a 
crisis of supply, so we cannot rely on them to do the 
right thing. We need to take it into our own hands. In 
fact, it is our duty as citizens and grid customers to do 
so. 


How? For thirteen years, Home Power has been telling folks how. It has 
almost become a mantra. Compact fluorescent lighting, water heater 
blankets, solar hot water, efficient appliances, reducing phantom loads, 
and commonsense usage (“Emilly, please turn off the lights when you are 
through!”). 


Those of us with renewable energy systems in our homes know this well. 
The rule of thumb is that for every dollar spent on efficiency, you save 
three to five dollars on system costs. This rule has a lesson for California 
gridders too. When they invest in efficiency, they will save on their utility 
bills, and at the same time lessen the call for pollution-belching 
conventional energy sources. 


The next step is replacing those belchers with clean, decentralized, rooftop 
solar and backyard wind. That’s our job, not the government's. Your efforts 
turn each of you into quiet, unassuming energy activists, just by doing the 
right thing. 


First we do what we can for ourselves. Then comes the question of how to 
pass this crucial information on to the masses of unfortunates who don’t 
know much about energy efficiency and conservation. That’s the hard part. 
We've been trying to get the government and media to help us do this for a 
long time, but with slim results. 


Organize. Join like-minded folks in your community. Have meetings, and 
after you have helped each other, start helping other folks around you. 
Form buying clubs to get good deals on compact fluorescents. Ask your 
local retailers to start carrying the items you need. Then hit the media with 
what really needs to be done. And let them know what you have done on 
your own homes, so others can see. Example is powerful. 


Fortunately, some of the media is coming around to our viewpoint. Lately, 
our crew has been doing quite a lot to spread the word outside our ranks. 
We have had a ton of calls from media as well as gridders seeing and 
hearing this publicity. You could be creating the same effect. Local media 
loves local response to the “crisis.” Become a part of it by writing opinion 
pieces and offering your local TV stations the opportunity to see how you 
are addressing the problem. At least a portion of the media is starting to 
understand how important the mantra really is. That’s thanks to you who 
are doing the right thing. 


Keeping up the good work means that we can eventually control our own 
energy destiny. 


—NMichael Welch for the Home Power crew 
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“Think about it...” 


Sunny California— 
What a stupid place 
to have an energy crisis! 


-Kirby Spangler, 
PV-powered in Palmer, Alaska 


More Power NOW 
The NOMAD 600 


Portable Solar Power System! 
Quiet 
Reliable 
Expandable 


¢ 600 watt inverter 

¢ 2ACand 2 DC outlets - 
expandable 

¢ 40 amp hour battery 

¢ 32 watt solar panel 
(UNI-SOLAR amorphous silicon) 


The NOMAD Battery Manager 
maintains the Xantrex xPower600 
battery pack without overcharging. 
High quality Anderson connectors 
make the system clean, simple and 
easy to expand. 


The NOMAD 600 can use up to 3 solar 
panels to decrease charge time - 42 
and 50 watt panels are also available. 


Multiple recharging options -- from 
the solar panel, utility power, a 
vehicle or a generator. 
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NOMAD 600 
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September 30, 2000 


Gee, this was a red letter day. 
The afternoon wind picked up 
and | watched as the KWH 
meter began to spin in my 
favor. What a pretty sight! | 
used to hate working ona 
windy day. Now | don’t mind 
working in the wind at all. 


n the seventies, 

I started getting 

Mother Earth News, 
and tried to introduce 


my high school shop 
students to wind 
energy. Twenty five 
years later, the dream 
is finally fulfilled! 


In those twenty-five years, | made 
several experimental machines. 
None survived the test of time, 
but | don’t consider them failures. 
As Thomas Edison commented 
when questioned about his five 
hundred failures with finding a 
suitable material for a light bulb 
filament, “These are not failures; 
we now know of five hundred 
materials that will not work.” Well, 
| too had learned of several things 
in the wind generator department 
that would not work. | pressed 
onward. 


In June of 1999, | took a three-day 
wind generator installation 
workshop put on by the Midwest 
Renewable Energy Association 
(MREA) and taught by Mick 
Sagrillo. Wow! We assembled an 
80 foot (24 m) freestanding Rohn 
tower and installed a Jacobs wind 
generator and utility intertie 
system that helped supply power 
to the MREA fair that year. 


| wanted to put together a system 
that would feed back onto the 
grid, without batteries, for 
demonstration and education, at a 
cost of less than US$2,500. Mick 
told me about a used Enertech 
1800 unit. The rest is history. The 
photos and project log entries 
document the culmination of my 
twenty-five year journey into 
wind-generated electric home 
power! 


Wind 


April , 2000 

| drove to Mick Sagrillo’s place in Forestville, Wisconsin to pick up 

¥ the used Enertech 1800 generator. It had been donated to the 

t MREA, and my purchase was a contribution to them. | purchased it 
as-is, with no warranty. Pictured here are the fixed-pitch blades 
that make up the 13 foot (4 m) diameter rotor, and the fiberglass 

nacelle. 


Hosa LHS 


April 14, 2000 


| designed and built a test stand for the 
guts of the Enertech unit. This was very 
useful during the testing and rebuilding 
process. The 1800 includes a control 
system, that in its normal or automatic 
mode turns the machine on only when 
winds are strong enough to make it 
behave as a generator. The controls turn 
it off when winds drop to the point where 
it would be acting as a motor. 


April 22, 2000 


| started cleaning up and testing the Enertech unit. | plugged in 
the motor and got no response. | cracked open the motor case, 
and to my surprise, the motor windings were fried! | checked with 
a local motor repair shop and they said they could rewind the 
motor for US$300. | dropped off the motor and went back to 
work on rebuilding the gearbox. New bearings and seals were 
ordered and installed. 
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June 1, 2000 


[had my first project for the summer— 
hand digging 1.5 cubic yards of dirt out 
from around each tower leg. | had many 
hours to reflect upon my folly as | dug. 


May 22, 2000 


After some discussions with Mick Sagrillo, | started to have some 
doubts about the strength of my 50 foot (IS m) water pumper 
tower. The Enertech manual stated that the tower top must be 
able to withstand 400 pounds (408 kg) of horizontal thrust. | 
built a one-tenth scale model and set out to pull on the model top 
with 40 pounds (4.0.8 kg). You can see the weights hung by a 
pulley and tied to the model tower. | determined that | would need 
to beef up the leg base anchor points, or the tower might 
overturn. 


June 30, 2000 


With 6 yards of concrete in place, | felt that 
the tower was going nowhere. Mick was 
helpful as he wrote, “Now all you have to 
worry about is the tower folding over ina 
storm.” Well at least | was having a good 
time, and it was only money. 
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July 4, 2000 


| began by cleaning up the blade hub to get 
it ready to repaint. As | wire brushed more 
and more, the trouble began to loom, 
darker and darker. The three bolt holes 
where the blades mount to the hub (a 
major stress point) were horribly cracked. 
| called around and located a used hub 
plate for US$50, and | was back in 
business. 


July 12, 2000 


| decided that | would do a thorough job of 
rebuilding the unit, sol found a 
replacement cap. That was the easy part. 
Pulling apart the unit containing the 
sliprings and bearings just to replace that 
plastic cap was a big job, but very 
educational. 


July 13, 2000 


Unbelievable! In taking apart the slipring assembly, | discovered 
that one of the lead wires had melted off where it was supposed 
to be attached to its ring. It was touching but not soldered in 
place. A little wind, a little vibration, and I'd have had a nightmare 
to troubleshoot and fix after the unit was up on the tower. 


This unit had been out of service and 
stored for some time. The mice had 
munched on the plastic weather cap that 
goes over the slipring assembly. 


Wind 


July 10, 2000 


July 25, 2000 


Only one part left—I might as well rebuild the hydraulic brake 
too. | had no experience rebuilding hydraulic pumps, but that 
never stopped me before.... | was advised to keep a very clean 
work environment, and did so. A few seals later, the pump was 
done. | just hoped the slight drip would stop as the seals wore in. 
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Wind 


August 4, 2000 


In the early days, | had read up on the pros and cons of upwind 
versus downwind style units. Tower shadow effect in downwind 
systems was a factor that | had solved by designing and installing 
an adjustable pole mast that would extend beyond the top of the 
tower. | can lower it to work on the unit, and raise it to eliminate 
the tower shadow effect on the blades. 


August 10, 2000 


Mounting the repainted blades to the new 
hub plate was the next step. | installed a 
center point in the hub and checked the 
balance of the blades in one plane. Not 
leaving anything to chance, | read a service 
bulletin on balancing. The rotor had to be 
checked in a second plane of rotation. 
Shimming between the hub plate and blade 
was required if the blades were more than 
linch higher or lower than another. 


September &, 2000 


What a great way to start the school year. 
Students are always asking me what | did 
over the summer, so | showed them. Here 
the Enertech unit is being driven by a motor 
belted down to deliver 170 rpm to the 
gearbox. We then plugged it in to the utility, 
making the generator run and produce 
electricity. The students could see that the 
KWH meter was turning backwards and we 
were pumping some electrons onto the 
grid. 
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Wind 


September &, 2000 


| even had the anemometer wired up to the 
control box. The anemometer is the brain of 
the system—we could watch the unit turn 
on automatically when the “wind” reached 
13 mph (5.8 m/s). When the wind went 
down below 9 mph (4 m/s), the unit would 
shut off. We could also test out the high 
wind shutdown. At 40 mph (18 m/s), the 
unit shuts down, which protects it from 
overspeeding the motor and from wind 
damage. At 30 mph (13.4 m/s), the unit 
restarts. Seeing it in action really helped 
the students understand it. 


September 15, 2000 


With a fresh coat of paint and new lettering, the ol’ Enertech 
1800 was looking fine. | wanted this unit to look nice when it went 
up, not like some cob job. So | had the local autobody guy apply a 
gel-coat automotive finish to the fiberglass shell. It really looks 
great in the sun, and was well worth the US$200. 


September 18, 2000 


The wire run is 250 feet (76 m) one way. 
Two THHN/THWN gas and oil resistant 
#6 (13 mm?) copper wires, one #10 (5 

mm) ground wire, and two #16 (1.3 mm) 
shielded communications lines were run in| 
inch PVC, underground. One #16 cable was 
wired to the anemometer, which tells the 
Enertech when it should turn on and off. 
The second cable was attached to a wind 
totalizer so | can measure the actual wind 
available and how the Enertech makes use 
of it. 
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Wind 


September ZZ, 2000 


With the wiring inside and the shop work all done, | was getting 
ready to go online. | had made contact earlier in the summer with 
the utility and they seemed pretty agreeable. Today they came out 
and looked over the system and gave me the green light and a 1Z0 
volt high speed KWH meter. 


Enertech 1800 System Costs 


Item Cost (US$) 

Enertech 1800 wind generator, used $450 
Cable, #6, 250 ft. 415 
Concrete (6 cubic yards) 363 
Rewind motor/generator unit 315 
Safety rope grab unit 300 
Repaint 200 
Enertech control card for box 142 
Crane rental 100 
Bearing & seal replacements 85 
Miscellaneous 81 
Enertech control box 75 
Top mount adaptor 60 
Replace hub plate 50 
Anemometer 40 
Total $2,676 


September 30, 2000 

This Saturday morning was the day. The crane was coming in and 
we were going to put the bird up on the tower. Here | am, the 
proud father standing next to my baby. 
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Wind Generator: Enertech 1800, 
1,800 watt wild AC induction generator 


<7 


Anemometer: 
Measures wind speed 


Indicator Light: 
Indicates generator 
operation 


Dick Anderson’s 
Wind System 


Chassis grounds 


Wind 


Utility: To and from 
Alliant Energy Company 


KWH Meter: 
Bidirectional at 240 VAC 


To workshop 


circuits AC Mains Panel: 


not shown To 120 VAC loads 


Clock Timer: Records 


generator operating 


Kilo- 
watts 


Wind 


Enertech Controller: Speed 


Starts generator at 
appropriate wind speed, 
lightning protection 
included 


KWH Meter: 
Wind KWH generated 


October Z, 2000 


The safety factor cannot be overemphasized when working on and 
around these things. | had a safety helmet and belt, but | also 
bought a rope grab and line with a shock cord for US$300. This 
device slides freely up and down a rope parallel to the tower. If | 
fall, the rope grab device locks onto the rope and catches me. I’m 
not looking forward to putting this thing to the test, but if it 
happens, I'll still be able to write about it. 


Breaker: 
60 amp, 
240 volt 


time 
Breaker: 


30 amp im 


October 1, 2000 


| decided to wire in a small light bulb and electric clock to the 
mercury solenoid in the control box. When the light goes on, | 
know the unit is running. The clock keeps track of the total time 
the generator runs. | check it every day, and by recording the 
hours of run time and the KWHs produced, | can see how efficient 
my production is. Later I’ll use this data to fine tune the startup 
and shutoff wind speeds for the system. 
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Wind 


Enertech System Fact Sheet 


Item Description 
Enertech 1800 Fixed pitch, downwind, 60 Hz AC, 120 V 
Generator Heavy-duty 120 V induction motor, 1,725 rom 
Rotor 13 feet diameter, 3 fixed-pitch blades 
Weight 265 pounds 
Tower size 55 feet, 10 x 10 foot base, 


2.5 by 1/8 inch angle iron legs 


Tower leg anchors 


6 yards concrete,18,000 pounds, 


Horizontal thrust 


900 pounds at 120 mph 


The guys at the local coffee shop 
wanted to know why | had put up 
such a big fan, and would it be 
cooling off the neighbors this 
summer? Every day when I get 
my coffee and see it running, | 
just smile and think to myself, “If 
only they knew. If only they knew 
that it takes a 15 mph wind 
blowing for about six hours to 
make enough electricity to pay for 
my twenty-five cent coffee. If only 
they knew...” 


Access 

Dick Anderson, 11672 Center Hill 
Rd., Darlington, WI 53530 
608-776-4603 


rca@scalesmound.net 


Mick Sagrillo, Sagrillo Power & 


Rated output 1,800 W at 24 mph, or 2 two-slice toasters 
Wire 250 foot (one way) #6 copper 
#18 shielded signal wire 
Protection 30 A circuit breaker 
Wind speed control Anemometer 
Cut-in 13 mph 
Cut-out 9 mph 
Shutdown 40 mph, via electrically controlled hydraulic brake 
Site analysis 70 days/yr., 10+ mph average wind speed 


140 days/yr., 8 mph average wind speed 


Light, E3971 Bluebird Rd., 
Forestville, WI 54213 


Energy production 


Estimate of US$58 per year at $0.07 per KWH 


Phone/Fax: 920-837-7523 


Bottom line 


Trust me when | say that it is easier to conserve 
energy than to produce energy. 


msagrillo@itol.com 


Midwest Renewable Energy 


The unit has now run for over 100 hours and all is 
well. | did have one scare though. It ran for about 
eight hours the first day, and | thought it would be a 
good idea to check it right away. As | reached the 
top of the tower, | saw a red-colored fluid on the 
mast and streaks of it on the nice white shell. My 
heart sank. 


What could be wrong? Was it a disaster? Would this 
be the day that | dove off the tower in despair and 
gave my safety rope grab a true test? Not today. The 
problem was a blown O-ring on the fill plug of the 
hydraulic brake system. A big mess, but easily 
corrected, and a lesson learned about how O-rings 
are supposed to fit. | did check the tower and unit 
again at 100 hours, and now do it about every three 
months. I like to climb. 


Living next door to the local high school and junior 
high school has generated a lot of interest. Several 
classes have walked over and asked a lot of 
questions. | have a fact sheet about the unit that 
answers many of the usual questions people have. 
Having the first wind generator in Darlington has 
caused a bit of a stir. The school buses pass right 
by it every day and the teachers | know tell me that 
the kids are keeping a close eye on it. But soon it 
will be just like another electric pole with a 
transformer on it. 


Association (MREA), 7558 Deer 
Rd., Custer, WI 54423 - 715-592-6595 
Fax: 715-592-6596 - mreainfo@wi-net.com 
www.the-mrea.org 


S_CLAR SERVICES we. 


Fantastic prices on 
over 1000 solar and renewable 


energy products 
available on line at 
www.solarservices.com 


or call 757-427-6300 
We ship anywhere. All major credit cards 


accepted. Secure on line shopping. 
If we don't have it listed we can probably find it. 
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Dealer rome BERGEY aN Lill 
1000 Watt Home Wind Turbine 


Features 


® 5-Year Warranty (Industry’s Longest) 


® Maintenance Free Design 
® Excellent Low Wind Performance 24 VDC 
® Nearly Silent Operation Batter y Char ging 
® Three High-Strength PowerFlex 
Fiberglass Blades, SH 3045 Airfoil* *, 
® Neodymium Super-Magnet Alternator \ +S , 


® AutoFurl “No Worry” Storm Protection 

®» Fail-Safe Design, No Dump Load iF 
Required for Structural Safety 

® PowerCenter Multi-function Controller 

® OptiCharge Regulation for Extended 
Battery Life 


® Easy Installation with BWC Tilt-up | 
a —- 
*Patent Pending by : 
: ts 


The all new Bergey XL.1 is the most technically 


= . 
advanced small wind turbine ever. It combines $1 49 5 
b) 


excellent low wind performance and the 


legendary Bergey ruggedness, at costs well BERGEY qDRem 
below the lightweights. It comes from the BERGEY 


world’s leading supplier of small wind turbines www.BERGEY.COM 
and is backed by the longest warranty in the Or, Call Toll Free: 
business. The XL.1 delivers on value. 1-866-BERGEYS 
PowerCenter Controller 

Compare features, performance, price, Complete AC “Plug * 60A Wind Regulator 
reputation, and warranties. The new Berge 95 * 30A Solar Regulator 

ae , Bey & Play” Systems + 30A Optional Dump Load 
XL.1 is the clear choice for your home energy from $2,995 + 24 VDC DC Bus 
system. } * Battery Status LEDs 


Typical Performance: 5.2 kWh DC per day 
4 Times More Energy Than the Air 403' 1.8 Times More Energy Than the Whisper H40? 


1-Air is a registered trademark of Southwest Windpower, Inc. 11.2 mph (5 m/s) Average Wind Speed at Hub Height, Rayliegh Distribution. 
2—-Whisper is a registered trademark of Southwest Windpower, Inc. Based on manufacturer’s published power curves. 


2001 PRIESTLEY AVE. 
NORMAN, OK 73069 
T: 405-364-4212 

F: 405-364-2078 
SALES@BERGEY.COM 
WWW.BERGEY.COM 


© 1999 Bergey Windpower 


- 


OK, so we haven't been" 
around as long as our supplier... 


- 


— om : 


= = 


But other than that, we are your best source for name brand alternative energy products. 


We offer five distinct areas of service: 


* Government Contracts — GSA approved 

* Residential/Commercial Development and Construction 

* RV and Marine Alternative Energy Systems 

* Consumer Products 

* Product Reviews and Education about Alternative Energy Products 


And it is all available to you on our website at: 
http://www.solartech3000.com (formerly solartech2000.com) 


Be one of the first 250 people to sign up online 
at www.solartech3000.com for our free 
monthly electronic newsletter and receive a 
FREE Olympic CD valued at $49.99. 


Call toll free 877-246-8217 


US 


Does the PV industry picture sometimes 
seem a little fuzzy? 
At AstroPower, we see our role very clearly. 

PV is our livelinood, so we concentrate exclusively 
on producing better solar electric power products 
for our customers. Our unique focus 
is the product of the most dedicated and capable team 
in the industry. They work at AstroPower because they 
want to make a difference, and they take pride 
in the company because they all own a part of it. 
When selecting a PV supplier, consider not only the 


products, but also the company behind the products. 


Make your choice count. 


Choose AstroPower. 


P) 
ASTROPOWER 


Independent. Clean. Focused. 


www.astropower.com 


©2001 Mark Hankins and 


Instructor Daniel Kithokoi (left) and student during a hands-on practical. Young women admire their school’s new PVs. 


iven the relentless violence of the 

past decade, Somalia’s reputation 

as Africa’s basket-case country is 
almost justified. However, much has 
happened since the fall of Said Barre 
and the American Blackhawk debacle 
of the early 1990s. Peace has come to 
the northern regions, now called 
Somaliland and Puntland, and elections 
in Djibouti are breathing fresh hope for 
peace in the ragged war-torn regions of 
the south. With all electricity 
infrastructure destroyed, and among 
the best solar resources in the world, 
many Somalis are committed to using 
solar energy as a new building block for 
their infrastructure. 


Today, the three nominal regions that make up what 
was once Somalia (Somaliland, Puntland, and southern 
Somalia) have no central utilities, very little power 
generation, and no rural electrification programs to 
speak of. Energy Alternatives Africa (EAA) and Horn of 
Africa Relief and Development Organization (Horn 
Relief, for short) have taken up the challenge to get a 
solar industry started in the region. 


PV Education in Puntland 

In July 2000, Energy Alternatives Africa and Horn Relief 
conducted a basic solar-electric installation course in a 
Puntland desert oasis community hundreds of miles 
from the nearest grid. Working with fifteen technicians, 
we installed six photovoltaic (PV) systems that are now 
used for lighting and powering school equipment at the 
Buraan Rural Institute (BRI). 


In 1997, Horn Relief sent one of their employees to an 
EAA Solar Training course at the KARADEA solar 
training facility in Tanzania. They immediately 
recognised the potential of solar electricity in Puntland 
and decided to introduce PV in their area of operation, 
Sanaag. It took three years to raise funding for 
equipment and a local training course. 
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NOVIB, a Dutch development organisation, provided 
funds for the purchase of PV power systems at BRI. 
Meanwhile, the British Lotteries and APSO (the Irish aid 
organisation) provided support to cover the costs of 
designing systems, running a two-week training course, 
and overseeing the relatively complicated delivery of 
equipment from Europe to the Somali outback. 


Preparation 

In January 2000, Mark Hankins, Fatima Jibrell, and 
Horn Relief Engineer Omar Irbad visited BRI to map out 
the school’s PV systems and budgets. After this 
preliminary visit, EAA designed the systems, and 
Fortum/NAPS was awarded the contract to supply the 
equipment. In March, Frank Jackson of Green Dragon 
Energy, Wales, UK was hired through APSO as chief 
project contractor/electrician. 


Shortly thereafter, the course and installation was set 
for July, and the delivery process was set in motion. In 
April, a violent hailstorm blew roofs off about half of the 
buildings at BRI. When we found out about this 
setback, we decided to use ground mounts for the three 
multi-module arrays. 


Horn Relief organized participation of fifteen technicians 
in the July courses. Although they work with women as 
their primary target group, they decided to only involve 
men in this first course, since women electricians are 
virtually unknown in Somalia (a future course hopes to 
train a group of women to install systems in Galkayo, 
the capital of Puntland). 


In early July, Frank Jackson flew from Nairobi, Kenya to 
Bosasso, to complete the preliminary tasks in the 
installation, before the course began. The trip involved 
a six-hour flight in a Beechcraft ten seater, ending up in 
the spectacular desert airfield, set between arid desert 
cliffs and Red Sea coral reefs. After spending a night in 
the heat of Bossaso, Frank and the students made the 
journey to the oasis town of Buraan, located in the high 
desert of central Somalia. They were accompanied by 
AK-47 toting “guards,” grim reminders of the security 
problems of the past. Buraan, in the contested no-mans 
land between Puntland and Somaliland, has a 
spectacular scenery of mesas, rock outcrops, and sandy 
washes lined by green acacia trees. Somali nomads can 
be seen tending camels and herds of sheep along the 
rough track that leads to Buraan. 


BRI, one of a few higher education institutions in 
Puntland, is sequestered inside a large walled 
compound. Outside, there is a town of under 1,000 
inhabitants, who draw sustenance from their livestock 
and a few date palms and fruit trees adjacent to the 
oasis. The town is surrounded by picturesque yellow- 
brown cliffs. 


Photovoltaics 


Map: Somalia 1992. Courtesy of The General Libraries, The University of Texas at Austin. Disputed borders have been added by HP. 


With the help of the fifteen students, Frank unpacked 
and checked the equipment, began the installation 
work, setting up some lights and a basic AC power 
supply, and began holding introductory evening classes 
for the students. 


Given that Somalia has largely been isolated from the 
rest of the world over the past ten years, it has not been 
exposed to the “solar revolution.” People in rural areas 
have concentrated on simply surviving and avoiding 
conflicts. So an entire generation of people is without 
education and relevant skills. As bright as they are, our 
students have had little opportunity to access formal 
education. When Frank began holding introductory 
classes, he had to start with the basics, from DC 
electricity to solar energy. 


Frank had detailed plans of the installation that he’d 
drawn up after EAA's preliminary visit earlier in the year. 
The Buraan school compound is a square-shaped, 
walled-in area of about 100 by 100 meters (828 x 328 
feet), surrounded by a high perimeter wall topped with 
rolled barbed wire (a grim reminder of more chaotic 
times). 


Running through the centre is a wall that separates 
about a third of the total area, the girls’ quarters, from 
the rest of the compound. The main area consists of all 
the other buildings, including the boys’ dormitories, 
classrooms, and teachers’ houses. The yellow-painted 
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System 1: Classroom Block 
12 Volt PV System 


Photovoltaics: Five Fortum/NAPS NP50G 50 Wp 


| ; Charge Controller: 
Fortum/NAPS NCC7, 30A 


Switch: 
DP45A 


Batteries: To Loads: 
Fortum/NAPS Thirteen Lumina Sollatek 
GLS lead-acid 11 W 12 VDC compact 

tubular plate, Fuse: fluorescent lights 


and two Sollatek Outlite 
18 W 12 VDC compact 
fluorescent lights 


6 V, 300 AH 32 AMCB 


Consumer Unit: 
Four rewireable 15 A fuses 


buildings are made of sturdy concrete/mortar and 
topped by tin roofs. The school was originally built 
about twenty-five years ago as a rural training institute, 
but was abandoned when the government fell apart. 
Horn Relief has taken it over. 


Six PV Systems 
The systems at BRI consist of: 


* A 250 Wp DC-only lighting system for four 
classrooms. 

* A250 Wp system to provide AC lights and AC power 
for the dining hall, library, radio room, and boys 
dormitory. 

* A 150 Wp system providing DC lights and AC power 
for the guest house. 

« Lighting systems for the girls’ dormitories—two 50 
Wp, and one 20 Wp. 


Since so few spare parts are available in Somalia, 
everything except the battery acid was flown in. We 
couldn’t afford omissions. Frank had sourced student 
training kits and accessories like nuts, bolts, circuit 
breakers, and fuses in Wales, and then had them 
shipped to the Fortum/NAPS corporate office in 
Finland. They packed Frank’s purchases with the 
modules, inverters, batteries, and regulators, and air- 
freighted the consignment to Dubai. Horn Relief picked 
up the shipment there and flew it to Bosasso. We were 
lucky—everything arrived in working order, and the 
local battery acid proved acceptable. 


A week later, the rest of the training team arrived: Mark 
and Daniel Kithokoi from Nairobi, and Abdalla Kyezira 
from Uganda. The job was a big one, and the Somali 
students had no experience at all with solar-electric 
systems, hence the need for four trainers. There were 
fifteen students, all chosen beforehand by Horn Relief. 
Our trainees included an engineer (Irbad Omar from 
Horn Relief), several schoolteachers, three 
businessmen, two technicians, a radio operator, and a 
mullah (an Islamic clergyman). 


Solar Training 

The course lasted ten days, with the theory work done 
by Mark and Abdalla in the mornings and evenings. 
After ten years, EAA has PV training courses down to a 
science. With a full set of detailed lesson plans and 
resources, we have been training East African 
instructors like Abdalla, who works for Incafex, a 
Ugandan solar company. 


Daniel managed most of the practicals, and he and 
Omar oversaw teams of masons who built concrete 
ground mounts for the three multi-module arrays. 
Kithokoi also built aluminum roof mounts from extra 
pieces of ground mount frames. 


Frank oversaw the general installation work and did the 
240 VAC work in the dining hall, offices, and boys 
dormitories. Things took longer than expected, since 
there was much improvisation in the far from ideal 
working conditions. Still, the enthusiasm of the students 
was infectious, and ten-hour days were the norm. 
Classes began early in the morning, followed by 
prayers, practical work, prayers again, and an evening 
class in the solar-lit classroom. 


For the ten days, students and teachers slept on mats 
on the ground. Food consisted of spaghetti (the Somali 
national dish—a legacy from Italian colonialism), 
delicious white bread rolls baked fresh every day, and 
meat (mainly goat, but sometimes camel) in spicy 
cardimom sauce. Tins of tuna fish appeared now and 
again, and fruit juice and fresh dates provided vitamin C. 
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Photovoltaics 


System 2: 
Dining Hall Block PV System 


Consumer Unit: 


and two 6A, 
type B MCBs 


25 A, 30 mA RCD; 


— To Loads: 
ED, — re ad Compact fluorescent 
| , lights and 230 VAC double 
o> socket outlets for the 
Switch: dining hall and training area 
DP 15A —~/— 
lockable | 
isolator 


To Loads: 
| Compact fluorescent 
x || 11 & 18 W, 230 VAC 
4 lights, and 230 VAC 
+» double socket outlets 
| for the library, radio room, 
Consumer Unit: and boys dormitory 


MASTERVOLT Two 6A, 
ies: COMBI type B MCBs 
Two Sr se Charge Controller: Suniek 12/800/25 yp 
witch: 
GLS, lead-acid, Fortum/NAPS NCC7, PAE 
tubular plate, isol 
6 V, 300 AH isolator 
Inverter/Charger: | To Loads: 
Mastervolt Combi || Compact fluorescent 
modified 11 & 18 W, 230 VAC 
sine wave, | }_» lights for the 
800 W, 12 VDC, boys dormitory 
230 VAC Consumer Unit: 
| I Two 6 A, 
type B MCBs 


AC Lights & Power 

The trickiest installation was the 250 Wp system 
providing AC lights and AC power for the dining hall, 
library, two-way radio room, and the boys’ dormitories— 
three buildings in all. It consisted of five ground- 
mounted Fortum/NAPS NP50G, 50 Wp polycrystalline 
modules; two GLS 6 V, 300 AH, lead-acid tubular plate 
batteries; a Fortum/NAPS NCG7 30 A charge controller; 
and a Mastervolt Combi 12 VDC, 800 W, 230 VAC 
modified sine wave inverter-charger. 


The 230 VAC lights included energy efficient 11 W and 
18 W PLs. Frank did most of the 230 VAC wiring 
himself, since no one else had the wiring skills. The 
students helped with hoisting and installing the overhead 
wiring, laying the cables, and installing the accessories 
(often bashing nasty holes in the soft plaster walls). 


All AC distribution was protected by a residual current 
device (RCD or earth fault leakage circuit breaker). 
Each building had its own consumer unit (AC 
distribution panel) with 6 A circuit breakers, one for 
lighting circuits and one for outlet circuits. Socket 
outlets were of the 13 A UK type, and we brought a box 
of 13 A fused plugs along to fit in them. In total, only five 
double-socket outlets were installed, since we wanted 
to be able to control the number and types of 
appliances plugged in. (The non-adjustable low voltage 


disconnect on the Mastervolt Combi is only 10 volts, 
enough to protect the Combi itself but not the battery.) 
Battery state of charge is indicated by an analogue 
voltmeter in the NCC7 charge controller. 


Distribution between buildings was with UV-resistant 
cable tied to an overhead stainless steel wire, installed 
to carry the cables. We decided against connecting the 
Honda 500 VA petrol generator on site to the inverter- 
charger, since it would be adding an unnecessary level 
of complexity. 


Besides, the output from the solar array at six peak sun 
hours a day is more than sufficient to provide all the 
energy needed. If necessary, the distribution system 
can be extended at a later date. In a remote location 
like Buraan, a system as complicated as this requires 
considerable user education, which is one reason why 
Frank stayed on for an additional two weeks. 


The radio operator was to be responsible for 
maintaining batteries, taking daily readings of battery 
voltage, and seeing that lights are switched off when 
not in use. Engineer Irbad Omar was fully briefed on the 
operation of the systems. It would be his job to make 
sure basic maintenance was being carried out regularly, 
to deal with any problems that came up, and to extend 
any AC wiring if required. Complete wiring diagrams 
and manuals for equipment were handed over to him. 
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Photovoltaics 


Switch: DP 45A 


Charge Controller: 
Fortum/NAPS 
NCC7, 30A 


To Lighting: 
Six Lumina 
Sollatek 
7,9, & 11 W, 
12 VDC, 
compact 


I Photovoltaics: 
Three Fortum/NAPS NP50G, 50 Wp 


DC Battery fluorescent 
Fuse: lights, and one 
100A Sollatek Outlite 

18 W compact 


Batteries: 
Two Fortum/NAPS GLS, 
lead-acid, tubular plate, 
6 V, 300 AH 


fluorescent 
light 


Consumer Unit: 
Three rewireable 
15 A fuses 
e355 To a single 
“ee! 230 VAG 
___$ double socket 
outlet 


MASTERVOLT 
12/500 


Consumer Unit: 
25 A30 mA RCD, and 
two 6 A, type B MCBs 


l 

| Inverter: 
Mastervolt sine wave, 

500 W, 12 VDC, 230 VAC 


Irobad has kept in touch with Frank, since Puntland has 
recently acquired email facilities. 


12 Volt System 

The classroom block was powered by a ground- 
mounted array of five 50 Wp Fortum/NAPS NP50G 
modules. We used two 6 volt GLS 300 AH, lead-acid, 
tubular plate batteries wired in series, regulated by a 
Fortum/NAPS NCC7 30 A charge controller. Each of the 
four classrooms used three of the 11 W Sollatek PL 
units. Two Sollatek 18 W “security” lamps provided 
outside lighting. The security lights were so good that 
some of the BRI teachers prepared lessons under 
them, outside in the warm night air. 


We used the old type 230 VAC consumer units (AC 
distribution panels) with rewireable fuses for the 
distribution circuits. These are no longer available in the 
UK, and it was only with some difficulty that Frank and 
Daniel were able to find them in Nairobi. These days, 


System 4: 
Girls’ Dorm 1, PV System 


Photovoltaic: Fortum/NAPS NP50G, 50 Wp 


Battery: Fortum/NAPS 
GLS, lead-acid, tubular plate, 
100 AH, 12 V 


Fuse: 30A 
(blade-type) 


Charge Controller: 
Fortum/NAPS NCC1, 10A 


Six Lumina Sollatek 7, 9, & 11 W, 12 VDC, 
compact fluorescent lights 


most AC consumer units have 230 VAC rated circuit 
breakers, but these older units with their rewireable 
fuses work well for 12 and 24 VDC systems. 


These fuses are basically a block containing a strand of 
fuse wire. If the fuse blows, it is simply replaced with 
another strand of fuse wire, which is readily available in 
5, 15, and 30 amp sizes. The consumer units being 
used now have circuit breakers that are AC rated, not 
DC. The rewirable fuses work on 12 and 24 VDC 
without any problems. 


Batteries and charge controller were situated in a central 
classroom that is going to be the BRI science lab. Solar 
electricity will be part of the curriculum (the head teacher 
attended all of the classes), and the NCC7 charge 
controller is a nice teaching tool. A flick of the switch and 
students can see charging current and current to loads 
in a clear analogue display. It’s important when putting 
solar-electric systems into educational establishments 
that students are able to see how they work and gain 
some understanding of the technology, especially in 
Africa where solar is making great strides. 


In all of the systems, the ground mounts were some 
distance away from the batteries. We had to double and 
treble-up on cables. The largest size we had or could 
find was 6 mmé? (slightly larger than #10), but in all 
cases we got under 5 percent voltage drop. Although 
we considered the idea of making the system 24 VDC, 
we settled on 12 VDC to make it easier to find spare 
light fixtures, since all of the other systems are 12 VDC. 


Guest House PV System 

The third system was the 150 Wp system providing DC 
lights and AC power for the guest house. This consisted 
of another three ground-mounted 50 Wp polycrystalline 
Fortum/NAPS NP50G modules, two Fortum/NAPS 
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Buraan Rural Institute Systems Costs 


Cost 

System 1: Classroom Block (US$) 
5 Fortum/NAPS NP50G modules, 50 W $1,025 
2 GLS 6/300 tubular plate batt., 6 V, 300 AH 630 
Miscellaneous 600 
13 Sollatek PL lamps, 11 W 351 
3 Sollatek outdoor PL lamps, 18 W 225 
Fortum/NAPS NCC7 charge controller, 30A 198 
Support structure 130 
2 Sollatek PL lamps, 7 W 54 

System 1 Total) $3,213 
System 2: Dining Hall Block 
5 Fortum/NAPS NP50G modules, 50 W $1,025 
Mastervolt 12/800 inverter/charger 820 
Miscellaneous 700 
2 GLS 6/300 tubular plate batt., 6 V, 300 AH 630 
Fortum/NAPS NCC7 charge controller, 30 A 198 
Support structure 130 
20 PL lamps, 240 VAC 160 

System 2 Total| $3,663 
System 3: Girls Block Guest House 
2 GLS 6/300 tubular plate batt., 6 V, 300 AH $630 
3 Fortum/NAPS NP50G modules, 50 W 615 
Mastervolt inverter, 12 V, 500 W 600 
Miscellaneous 600 
Fortum/NAPS NCC7 charge controller, 30 A 198 
Support structure 130 
4 Sollatek PL lamps, 7 W 108 
2 Sollatek PL lamps, 11 W 54 

System 3 Total| $2,935 


Photovoltaics 


System 4: Girls Dorm 1 

12/100 GLS tubular plate batt., 12 V, 100 AH 
Fortum/NAPS NP50G module, 50 W 
Miscellaneous 

4Sollatek PL lamps, 7 W 

Fortum/NAPS NCC1 charge controller, 10 A 
2 Sollatek PL lamps, 11 W 


System 4 Total 
System 5: Girls Dorm 2 
Korea lead-acid battery, 12 V, 100 AH 
Fortum/NAPS NP50G module, 50 W 
Miscellaneous 
4 Sollatek PL lamps, 7 W 
2 Sollatek PL lamps, 11 W 
Morningstar charge controller, 10 A (donated) 


System 5 Total 
System 6: Girls Dorm 3 
Rocket lead-acid battery, 12 V, 50 AH 
Miscellaneous 
2 Labcraft 8 W fluorescent & 1 Sollatek CF 
Fortum/NAPS mini-kit charge controller, 5 A 
Fortum/NAPS mini-module, 20 W (donated) 


System 6 Total 
Training Materials 
Books 
Tools 
Digital multimeters 


Training Materials Total 


230 
$800 


All Systems Total | $12,449 


GLS, 6 V, lead-acid, 300 AH, tubular plate batteries, a 
Fortum/NAPS NCC7 30 A charge regulator, and a 
Mastervolt 12 VDC, 500 W, 230 VAC sine wave 
inverter. This system is probably bigger than it needs to 
be, but the excess power will be useful in the future. 


The AC circuits are protected by a 30 mA 25 A RCD. 
We always install these on inverter systems, but it is not 
straightforward. Some RCDs will not work with some 
inverters, and even if they appear to work by tripping 
when the test button is pressed, you can never be sure 
if they are tripping within the specified earth leakage 
current value and specified tripping time. 


Three Small PV Systems 

The three small single-module systems, installed in the 
girls dormitories, were all slightly different. They were 
installed completely by the students, with EAA trainers 


System 5: 


Girls’ Dorm 2, PV System 


Photovoltaic: Fortum/NAPS NP50G, 50 Wp 


Battery: Korea, 
automotive lead-acid, 
100 AH, 12 V 


Fuse: 30A 
(blade-type) 


Charge Controller: 
Morningstar, 10 A 


Ws e@ 
e 


WW 


Five Lumina Sollatek 7, 9, & 11 W, 12 VDC, 
compact fluorescent lights 
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Photovoltaics 


System 6: 
Girls’ Dorm 3, PV System 


Photovoltaic: Fortum/NAPS 20 Wp 16 EB/DC 


Battery: Rocket automotive 
50 AH, 12 V, lead-acid 


Fuse: 30 amp 
(blade-type) 


Charge Conroller: 
Fortum/NAPS, mini-kit, 5 A 


Two Labcraft 8 W fluorescent tubes, and one Sollatek 7W CF 


watching closely. Two systems had single roof-mounted 
50 Wp polycrystalline Fortum/NAPS NP50G modules. 
One of these had a 10 A Fortum/NAPS NCC1 charge 
controller. In another we used a 10 A Morningstar 
controller, kindly donated to EAA for test purposes. It 
arrived as a circuit board, and a wooden casing was 
constructed on site. One of these systems has a 100 
AH automotive battery we bought in Bossaso, and the 
other has a 100 AH GLS lead-acid tubular plate battery. 


Each of these systems had five Sollatek lights. The 
third and smallest system has a 20 Wp polycrystalline 
Fortum/NAPS module, pole-mounted, with a 
Fortum/NAPS 5 A charge controller and three lights— 
one Sollatek and two Labcraft 8 W fluorescent tubes. A 
locally available 50 AH automotive battery was used. 


PV and Education 

It was important to our educational mission that the 
systems were varied. Using different components gave 
the students an opportunity to see different designs, and 
using local batteries is probably the way most small solar 
home systems will be installed in the future in Somalia. 


Horn Relief is now marketing some small solar-electric 
systems in the region. They are convincing local electric 
shops to supply the proper switches, junction boxes, 
cables, batteries, and other accessories. They will be 
using locally available components where possible, 
while importing solar modules, charge controllers, and 
lights (and batteries for larger institutional systems). 


EAA will continue its training work in the region, holding 
two more courses in Somalia over the next year. One 
will be at a school in Hargeisa, the capital of 
Somaliland, and another (for women only) will be in 
Galkayo, in Puntland. 


A Solar Future for Somalia 

After more than a decade of war, the Somalia region is 
now moving into a season of peace. People are tired of 
conflict, and the ones we worked with are interested in 
rebuilding. Somalis are returning from all over the world 
to settle in their homeland. Others are sending 
contributions to their families back home. 


With little infrastructure remaining, there is a fantastic 
opportunity for the country to use its ample wind and 
solar resources as a mainstay for the economy. Instead 
of running lines from diesel-fired power plants in major 
towns, many small settlements can economically 
generate their own power from the sun and wind. 


However, for this to happen, a solar infrastructure 
needs to be built. In Somali towns, everybody knows 
about petroleum generators, and the sound of 
generators is heard through the night. Few people know 
about solar-electric systems, though the interest is 
there. Everywhere we went in Puntland and 
Somaliland, people are keen to go solar when they hear 
about it. 


It is the local business and NGO community that will 
help solar power fill the niche that it can sustainably 
occupy in Somalia. For this group to gain information 
about viable solar applications, a strong effort needs to 
be made to train Somalis. With partners like Horn 
Relief, EAA continues to help develop the Somali solar 
infrastructure. Much more needs to be done. Please 
contact us if you are interested in participating. 


Access 

Mark Hankins, Energy Alternatives Africa, Ltd., PO Box 
76406, Nairobi, Kenya, Africa * 254 2 714623/716287 
Fax: 254 2 720909 * energyaf@iconnect.co.ke 


Frank Jackson, Green Dragon Energy, Bluebell 
Cottage, Llangeitho, Tregaron, Ceredigion SY25 6 
QX, Wales, UK « + 44 (0) 1650 511 378 
dragonrg@talk21.com 


Horn Relief, Fatima Jibril, PO Box 70331, Nairobi, 
Kenya, Africa * 254-2-576646 « Fax: 254-2-576646 
horn-rel@nbnet.co.ke 


Fortum/NAPS, Jim Fanning, PO Box 19553, Nairobi, 
Kenya, Africa * +254-2-714242 « Fax: +254-2-561098 
napsk@form-net.com * www.fortum.com 


Agency for Personal Service Overseas (APSO), 29-30 
Fitzwilliam Square, Dublin 2, Ireland * + 353-1-661 4411 
Fax: + 353-1-661 4202 + reception@apso.ie 
Wwww.apso.ie 
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Introducing Wind Electric Systems 
from Southwest Windpower 


FREE ELECTRICITY FROM THE WIND! Have you ever 
wanted to reduce or eliminate* your electric bill? Now 
you can. Today’s technology makes wind-powered 
electricity more affordable than ever before. Save money 
and help clean up the environment. 


Many States also offer “buy-down programs” that “se. 
discount up to 60% of the system cost. See our website 
for more details. 


The Wind Electric System reduces your monthly electrical 
bill by sending electricity directly into your home’s power 
supply, reducing your draw from your power company. 
When the power company goes down, your batteries 


The Wind Electric 


provide backup power. ee se e 
opular and reiapie 
The personal power station includes: Whisper Wind P a H90 
Fie Wiad Hach Galem Gules IN ERO, Turbine (1000 or 3000 watt), Tower, Sine-Wave Utility pee or 
: oe Dae P Tie Inverter, Battery Back-up System, Battery System Box, Whisper 175 
power station, which directs electricity into your home 5 : 
and Hardware Components. wind turbines. 


before drawing power from the power company. 


The innovative AIR wind 
module is a reliable 
addition to any battery 
charging system. 


AO KwH/mo. at 12 mph 
(5.4 m/s)* 


announce that Models Air 403 Land, 
Marine and Industrial Wind Turbine 
Generating Systems now comply with all \ f 


satety and design requirements as outlined in 

IEC 61400-2 and have earned the ot ff 

bear the Underwriters Laboratories Inc. ( w 
Classification Mark. For more oa a @) 
on UL, its services, or UL product 

certification, visit their Web site at 


ined 
www.ul.com. Southwest Windpower 


Renewable Energy Made Simple 


Southwest Windpower is proud to 
MUIR /marine 


* Annual average wind speed at 30’ above sea level 


2131 N. First Street * Flagstaff, Arizona 86004 USA 
Tel 520-779-9463 ¢« Fax 520-779-1485 
www.windenergy.com * E-mail info@windenergy.com 


Vanner 
four color on negatives 
full page 


this is page 30 


Let us use the power of cur experience to provide you with 
the solar electric solution you need, wherever you need! it. 


See BP Solar in a whole new light. 


Soe for yourself, 


Far more information, 
Visit cur website at 


. -” 


Above: Michael’s 10 watt 
photovoltaic panel. 


Right: A homemade power center 
with metering, fuses and = — 

disconnects, charge regulator, and 
low voltage disconnect. 


enewable energy (RE) has always 

been an interest of mine. But 

budget constraints have typically 
kept it out of reach on even a hobbyist 
level. Now, thanks to growing sources of 
information for homebrew projects, RE 
is becoming an increasing reality in my 
home. 
| would like to note that Home Power magazine has 
been the single greatest resource for my research. With 
the wealth of information from this publication 
(sometimes complemented by outside sources), | have 
been able to construct a relatively sophisticated micro- 
system in an area where consumer RE is essentially 


non-existent—the suburbs surrounding Washington 
D.C. 


| would like to thank Home Power and its supporters for 
providing such useful, applicable, and reliable 
information. The homebrew projects and articles 


omearew 


Starting Small 
to Leam the Basies 


Michael Lew 


©2001 Michael Lew 


oboiterae 


Ls , es 
—_ — 5 


oo —_= 


—S 


provided by HP staff and readers alike have been 
invaluable in helping us build our micro-system and in 
learning about RE. In addition, off-line support for 
homebrew projects has been very pleasant—a 
testament to the camaraderie among members of this 
community. 


Our micro-sized system contains all of the basics, 
including power collection, storage, control, and 
distribution. Power is generated from solar and wind 
energy, with solar being the primary source. Shunt 
regulation and low voltage disconnect circuits maintain 
battery voltage, while an electronic desulfator helps 
keep the batteries optimized. All of these circuits were 
based on designs published in Home Power. A 300 watt 
inverter is the only manufactured consumer electronics 
item in the system. It powers fluorescent lamps in the 
basement. 


The beauty of this system is that it is teaching my wife 
and me the ins and outs of RE use. We plan to install a 
larger and grid-intertied system after we move to a 
preferred location, but as we have both discovered, 
there is much to be learned about RE, its use, 
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application, design, and “care and 
feeding.” In addition, this project 
demonstrates that the homebrew 
ethic can make use of RE under 
budget and environmental 
(neighborhood) restrictions. 


Photovoltaic Module 

The solar panel is a 10 watt single glass panel in a 
homebrew case. It was purchased on e-bay for US$60 
plus shipping (I think that these solar panels are also 
available at www.solarsurplus.com, for slightly higher 
cost). The case consists of two layers of 3/4 inch (19 
mm) plywood. The first is a backing with most of the 
solid portions cut out for venting. The second forms a 
perimeter around the panel, with 1/8 inch (8 mm) 
clearance all around. The panel is attached with 
adhesive silicon caulk around the perimeter and along 
the back. The whole unit is caulked and painted 
generously to protect it from the elements. 


| used 1/8 inch (3 mm) plexiglass to protect the panel 
from the hailstorms that plague this area with increased 
frequency. The entire unit became quite hot before the 
vents were cut, causing the plexiglass to warp under 
the hot sun. It is mounted on the back deck where it is 
exposed to good light. It is accessible for occasional 
testing and tweaking. 


Lessons learned: Keep PVs as cool as possible! With a 
solid wood backing, output voltage dropped from 17 V 
to 12 V in the summer before the vents were cut. 


PV & Wind 


The fixed-mount wind generator with its 3 foot diameter 
hand-carved wooden blades. 


The fixed mount bird produces almost 45 watts 
in a 25 mph (11 m/s) wind, using a surplus DC motor 
as a generator. 


The protective cowling and nose cone are a creative 
use of plastic soda boitles. 


Wind Generator 

More time was spent building the wind generator than 
any other component. Plans and books by Hugh Piggott 
were paramount in learning about blade and generator 
design, selection, and construction. The blades are 
carved from pine boards, painted with fiberglass resin, 
and then lacquered for color. A surplus DC motor that 
begins generating 12 volts at about 300 rpm serves as 
the generator, while trimmed soda bottles protect it from 
the elements. 


Wind generator size had to be limited to avoid offending 
the local homeowners’ association. Although the 
immediate neighbors have been supportive, the turbine 
was limited to a three foot (0.9 m) rotor and a fixed 
mount. The fixed mount (no yaw bearing) consisting of 
threaded, galvanized pipe was chosen due to the 
alignment of the townhomes. Good wind only blows in 
line with the buildings, west to east. It so happens that 
the best wind occurs during late fall through mid-spring, 
when the jet stream dips down to our area. Also, by 
using a fixed mount, a tail is not needed, and the wind 
generator maintains a smaller profile in the 
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neighborhood. 


PV & Wind 


With the efficiencies of a less-than-optimized design, 
total output has generally been about 1.5 amps at 13 
volts with winds in the range of 25 mph (11 m/s). The 
rotor spins up to where it’s hard to see the blades in 
strong winds and elicits a soft “chopping” sound. It’s 
really neat to listen to and watch! 


Lessons learned: These are extremely complex 
machines when one considers all of the different 
sciences involved (fluid dynamics, electromagnetics, 
materials, and construction). Limitations in tools and 
proper materials thwarted my attempt at building the 
generator unit from scratch. 


The wind generator began as a learning experience, 
and the learning continues every time the wind blows. | 
recently constructed a two-blade propeller, but testing 
indicates that it will make the efficiency even worse. 
Feedback from homebrew wind generator expert Hugh 
Piggott agrees—the match is poor between the 
propeller and the generator. He concluded that there 
are too few blades for such a low speed generator. With 
more thought and planning, a better-matched propeller 
may be added in the future to improve its performance. 


Design aside, the other drawback in this installation is 
placement. Much better wind could be realized if the 
wind generator was mounted above the home where 
the wind is smoother and stronger. 


This winter has been wonderful for the wind generator, 
since we have had an abundance of strong, lasting 
wind. | have watched it spin outside for hours, 
producing current at the batteries at higher levels than 
expected. It has produced over 5 amps at 13 volts on 
several occasions. While this is not ideal for a wind 
generator of this size, it is more than | expected from 
my first attempt. | hope to improve on the design. One 
windy night provides as much charge as five days of 
sunshine! 


Batteries, Regulator, & Desulfator 
Our battery bank is 40 amp-hours total, either 
purchased used or recovered throw-aways. These are 
all gel cells. We will be expanding the bank as more 
surplus batteries are found. The batteries are kept in 
plastic marine-type boxes for safety. 


Lessons learned: Batteries are extremely delicate and 
are as willing to teach as you are to learn. Time spent 
trying to maintain the batteries with the desulfator (and 
studying results) has been second to the wind 
generator construction. While gel cells have reduced 
risk of spillage, they are definitely less forgiving than 
flooded cells. 


The LVD is built from Forest Cook’s design published in 
HP60, and the shunt-type regulator is a modification of 
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Inside the voltage booster. 


that same design. The LVD is crucial in such a small 
system where a normal load can completely discharge 
the batteries in twenty-four hours. The shunt regulator is 
most effective here in the fall and winter when the wind 
increases. 


Lessons learned: The LVD circuit works as designed 
with no problems. A simple modification to the circuit 
allows it to be used as a shunt-type regulator. Since the 
circuits can handle loads up to 30 amps, they can easily 
support expansion. 


The desulfator is another homebrew circuit, designed 
by Alastair Cooper and published in HP77. It is proving 
to be quite useful for squeezing amp-hours from the 
aging batteries employed in the system. 


Lessons learned: This design is an adaptation of 
relatively new battery maintenance technology. It is a 


The pulse desulfator is mounted in an old tin can. 


very recent addition and is working 
to clean the plates of the used cells. 
Definite improvements were noted 
on smaller (7 amp-hour) cells after a 
couple of weeks of treatment; larger 
batteries take longer. Mr. Cooper 
has established a BBS on the Web 
to support the growing interest in 
this project. 


The charge booster is an adaptation 
of the desulfator circuit. It is 
manually adjusted to optimize the 
output voltage from the solar panel. 


Lessons learned: While the booster 
gains a few percentage points of 
efficiency in mid-day, bright light 
conditions, it loses efficiency in the 
early morning and late afternoon. | 
suspect that automatic adjustment is 
needed for it to be truly effective. 


Inverter & Power Center 

A basic 300 watt storebought 
inverter delivers enough power to 
support basement lighting and the TV. It comfortably 
powers several compact fluorescent (CF) lamps. It is a 
modified sine wave type. 


Battery Bank 


The inverter is rated at 300 watts continuous, 500 watts 
peak. It uses a 140 volt modified sine wave to simulate 
120 VAC power. It is fused at 30 amps on the 12 VDC 
input side. The inverter has a couple of nice features, 
including low-voltage disconnect at 11.5 volts, and an 
audible alarm if the voltage stays low after the LVD 
shuts the inverter down. 


Lessons learned: Certain CFs are happier with the 
inverter than others. The “unhappy” ones give off a 
pronounced buzz and get warmer than they do on grid 
power. The Lights of America “twister” type lamps have 
worked the best so far. 


The control center is a small, self-contained unit with 
power metering, fuse protection, and basic DC 


Lew System Loads 
DC | Average | Average 
Item Watts | Amps | Hrs./Day | WH/Day_ 


60 W equiv. CF 23. 1.75, 0.43, 9.86 
100 W equiv. CF 28| 2.50] 0.21| 6.00 
DC lamps 12, 1.00, 0.29) 3.43 
Radio, fan, & toys 12| 2.50] 0.14[ 1.71, 
Laptop charger 30, 3.00 0.04) 1.07, 
Total Average Watt-Hours Per Day | 22.07 


PV & Wind 


Distribution 
Switching 


Wind 
Generator 


Low-Voltage 
Disconnect 


Shunt 
Regulator 


DC/AC Inverter 
(Internal LVD) 


Total Homebrew — Logical Schematic 


switching. It allows isolation of charging circuits for 
testing, and has switched outputs and an automotive 
power receptacle for added usefulness. The control 
center is designed to be as friendly as possible, 
especially since it is placed in a living area. 


System Wiring 

System wiring is best described as careful but 
temporary. The generating sources are located 
immediately above a basement window, through which 
the wiring is run. Ribbon-shaped cables were 
constructed for ease of fit by taking six strands of #28 
(0.08 mm?) wire sandwiched between packing tape for 
each conductor. This is clearly a temporary solution, but 
it has worked surprisingly well for the low current 
generated by the wind generator and solar-electric 
panel. A total of three conductors are used, with 
common negative and individual positive feeds for the 
wind generator and solar panel. 


The indoor wiring is very simple. Since the basement is 
only 19 by 14 feet (6 x 4 m), no long runs are needed. 
The CF lamps either plug directly into the inverter, or 
use standard household extension cords. The 12 volt 
lighting uses #16 (1.3 mm2) two-conductor “zip cord” 
attached at the terminal strip at the bottom of the 
control center. In addition, devices are plugged in as 
needed to the 12 volt DC, automotive-style power outlet 
on the face of the control center. 
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PV & Wind 


The wiring within the control center consists of stranded 
hookup wire ranging from #18 to #14 (0.8-2 mm2). The 
control center uses fuses to protect the charge sources, 
outputs, and batteries. The switches provide individual 
charge source control (wind and solar), battery 
disconnect, and two output buses. Inverter aside, the 
only solid-state components in the control center are 
two Schottky diodes to prevent current from flowing 
back into the solar panel and the wind generator. 


Lessons learned: Simple wiring such as this is suitable 
for a small room. It’s not unlike running wires for stereo 
speakers. It does make rearranging the furniture more 
of a chore. | try to leave extra cable on each 12 volt 
lamp to avoid splicing longer leads on if we need to 
move something around. 


The wiring through the window, while unique, is nothing 
that should remain long-term. Sheltered by the deck 
above, it has held up remarkably well, but in simple 
terms, it’s clumsy. Future plans including purchasing a 
through-wall wiring tube, which I’ve seen at Radio 
Shack for TV antenna wiring. 


Growing a System 

The system was designed to start small and remain 
completely disconnected from the grid. However, as my 
wife and | have learned to use it, we find ourselves 
demanding more of the system than it is capable of 
producing, depending on the weather. In addition, some 
power-hungry experimentation with new devices, or 
activities such as introducing dead batteries to the 
circuit, have given occasional need for additional 
charging. 


When needed, a 1.5 amp automatic trickle charger has 
been used to keep the batteries above a critically low 
state. The charger uses an on/off style regulator, with a 
14 volt off-point and 13 volt on-point to maintain 
voltage. This US$20 charger has been great for 
periodic use, especially when reviving newly added 
weak batteries requiring a deep charge and weeks of 
desulfator use. The charger is not hard-wired into the 
control center. 


In addition, a recent charging source has been added to 
the system. It was born of the combined need for 
exercise and the desire to do something productive with 
the energy spent. A Schwinn recumbent-style exercise 
bicycle was recently retrofitted with a belt-driven 
generator to provide a workout load while also charging 
the batteries. The electronics for the retrofit are not 
complete yet, but it produces 36 watts at 90 rpm at the 
pedals, and 60 watts at 120 rpm. 


The friction band around the bike’s flywheel was 
removed, and the groove in the flywheel readily 
accepted a belt sewn from 1/2 inch (13 mm) wide nylon 


webbing. The motor was purchased for US$20 from a 
surplus dealer. It is an Indiana General 24 volt, 0.75 
amp, 1,200 rpm, permanent-magnet type. 


System Use 

While small, the system is well suited for running the 
CF lamps in the basement. Each 28 watt CF draws 
about 2.5 amps at the batteries. The storage capacity is 


Lew System Costs 


Cost 
Solar-Electric Panel (US$) 
PV panel, 10 W, make unknown $75 
Plexiglass for cover 30 
Scrap plywood 0 


Solar-Electric Panel Total | $105 
Wind Generator 


Generator, 30 VDC perm. magnet motor $70 
Fiberglass resin 10 
Mounting hardware 10 
Propeller, scrap pine 0 
Wind Generator Total $90 
Battery Bank 
Best battery, 12 V, 20 AH, gel cell $20 
Marine plastic battery case 10 
3 Power Patrol SLA-1075, 12 V, 7 AH gel 0 
EverStart Marine U1DC-6, 12 V, 34 AH 0 


Battery Total | $30 
Home-Built Electronics 


Desulfator, design by Alastair Cooper $25 
Low voltage disconnect, modified design 25 
Voltage booster, from desulfator design 25 


Home-Built Electronics Total $75 
Control Center 


Inverter, 300 W, brand unknown $60 
Switches & fuse holders 21 
Meters from "junk box" 0 
Case, milk crate, & scrap lumber 0 
Control Center Total $81 

Other 
Wire and connectors $30 
Schumacker SE112S charger, 12 V,1.5A 20 
Paint: wind genny, PV, control center 10 
Fuses 5 
Other Total | $65 

Loads 
Two compact fluorescent screw-in bulbs $28 
12 V auto-style lamps from "junk box" 0 


Loads Total $28 
Grand Total | $474 
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An old exercycle picks up where the weather leaves off. 


enough to keep the room partially lit for several hours— 
perfect for watching a movie or writing email. 


It is also capable of providing TV/radio news and 
lighting during power outages. Several of the radios in 
our home employ 12 volt internal power supplies, and | 
hope to bridge them over to the battery bank and pull 
them off-grid. 


The use of hands-off circuitry, such as the LVD and 
charge regulator, minimizes complexity to the point 
where my wife is comfortable using the system without 


PV & Wind 


my presence. She doesn’t worry about damaging 
anything, and even powers some of the children’s toys 
from it. | am pleased to come home, read the lower 
voltage, and know that my family is using RE instead of 
the grid. Most of all, my wife and | are learning how to 
use RE, and how to increase its use in the future. 


Access 
Michael Lew, Germantown, Maryland 
meep424@earthlink.net 


Alistair Cooper * www.shaka.com/~kalepa/desulf.htm 
Homebrew desulfator circuit 


Digi-Key, PO Box 677, Thief River Falls, MN 56701 
800-DIGIKEY or 218-681-6674 * Fax: 218-681-3380 
sales@digikey.com * www.digikey.com 


Radio Shack, 100 Throckmorton St., Fort Worth, TX 
76102 * 800-843-7422 or 817-415-3011 

Fax: 817-415-3240 * support@tandy.com 
www.radioshack.com 


CTR Surplus, 202 West Livingston Ave., Crestline, OH 
44827 * 419-683-3535 * buy@cirsurplus.com 
www.ctrsurplus.com ¢ 24 V Indiana General motor 


Books by Hugh Piggott and others on small power 
generation are available from www.picoturbine.com 


HERE THEY ARE | 


Your Hydropower Solutions 


¢ Simple Installation 


° High Efficiency 
¢ Precision Parts 


¢ 5” Diameter Propeller Turbine 


New! $ $1 695 


= 


Things 
that 
Work! = - 
“This is a very cool machine. It represents 
a main breakthrough in microhydro 
design.” -Bob-O Schultze on the 
Stream Engine, Home Power #67 


each 


4LOW HEAD HYDRO POWER 


LH 1000 


Head 
m ft 


0.6 


V/s 
31 


¢ Brushless 
¢ Low Maintenance 
¢ Weatherproof 


Power 
Watts 


100 


Flow 
m 


500 


38 


600 200 


1 3 
2 6 
0 


54 


¢ 12-48 VDC and up 


800 550 


3 1 


63 


1000 1000 


¢ Output over 1 KW 


Energy 


Systems & Design 


P.O. Box 4557, Sussex, NB, E4E 5L7, Canada ° Tel: (506) 433-3151 ¢ Fax: (506) 433-6151 
website: www.microhydropower.com ¢ email: hydropow@nbnet.nb.ca 
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The Better Battery 


SGN 
FROST 


Trace 


Authorized Distributor 


Cruising 
Equipment 


No Power? No Problem! 


Solar ¢ Microhydro - Wind Power - Water Pumping - Remote Communications 


We do it all and we do it right! 


There is more to a working renewable energy system than a cheap deal on a pile 
of hardware. While other companies may seem to be cheaper, none are better at 
building the right, and most cost-effective, RE system for you. 


Electron Conneci 


Electron Connection 
PO Box 203, 

Hornbrook, CA 96044 USA 
Voice « Fax: 530-475-3401 
E-mail: 
econnect@snowcrest.net 

Web Page: 
www.electronconnection.com 
CA Electrical Lic #613554 


a a 
— a = IPP 


* Photovoltaics —Siemens - BP -Solarex 

- High-Quality Batteries —Trojan - GNB 

« Power Inverters — Trace - Exeltech 

¢ Instrumentation — Cruising - Fluke - Wavetek 
* Charge Controls — Heliotrope - Trace 

* Trackers & PV Mounts — WattSun - 


Zomeworks - Direct Power 


¢ Microhydro Electric Powerplants — ES&D - 


Harris Hydro - Lil Otto Hydroworks! 


¢ Wind Generators — World Power Tech - 


Southwest Windpower 


- Pumps — Dankoff Solar - Solarjack - SHURflo 
- Water Heaters — Myson — Aquastar 

- Efficient Lighting — Phillips - Osram - S&H 

* Safety Gear — APT - Heinemann - Cutler & 


1-800-945-7587 . 


Hammer - Square D Products 
Radiotelephones 


deserved snooze, Trojan Battery Company And a special grid design reduces 
will be there to back you up. Among our water consumption and requires 
renewable energy deep cycle batteries are Pe a less maintenance. 


the famed T-105 and the remarkable L16H, ; ys ANN = ay If you're not using Trojan 


which sports a light-but-strong Polyon™ 
case. Both feature convenient handles 
for easy swap-outs. 
Every Trojan deep cycle battery 
is performance 
engineered for 
durability, reliability 
and long life. 
For instance, our 
proprietary Alpha 
Plus™ high density paste 
formulation delivers the industry's 


batteries yet, consider this 
your wake-up call. 
Remember to ask for us by 
name. Or by color. To learn 
more about our full line of 
renewable energy batteries, 
call us at 800-423-6569, fax 
to 562-906-4033, or visit 
www.trojanbattery.com. 
Our business hours are 
7:30 a.m. to 4:00 p.m. 
Pacific time. 


highest concentration of active 7 


y Uf Me 
Y) bd 

material. Trojan's exclusive he 

Maxguard® Advanced Design Separator \ rojan ® 


lengthens battery life and provides optimal BATTERY COMPANY 


Patented MPPT Technology can deliver more charge current to your batteries 
- up to 30% more. Stop throwing away that extra power and use a 

Solar Boost™ Maximum Power Point Tracking (MPPT) PV charge 
controller. Featured in Home Power Magazine "Things That Work" issue 
#73 and #77. Independent tests prove Solar Boost MPPT controllers deliver 
more charge current. 

New Solar Boost 3048 - 48V/ 24V 30A MPPT controller. 

New Solar Boost 2000€ - 12V 25A MPPT controller, an improved version of 
the original Solar Boost 2000, now with a 25A rating and equalization. 
Solar Boost 50 - 24v/ 12V 50A. 


MPPT Power Conversion can charge 12V batteries from 24V array (SB50) and 24V batteries from 48V array (SB3048). 
These advanced controllers also provide true three stage charge control, electronic current limit, and equalization. An 
optional user friendly digital display can be built in, remote, or both. 


RU Power Products — The recognized leader in quality MPPT charge controllers. 
Manufactured by RU Power Products and offered by a large network of quality 


RVEOWER PRODUCTS 800-493-7877 or 760-944-8882 


1058 Monterey Vista Way, Encinitas CA 92024 


Visit our web site at www.rupowerproducts.com or e-mail to info@ruvpowerproducts.com 
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Dan Chiras 


ate These Cosily & Frusirating Goblins 


©2001 Dan Chiras 


iin 1996, my two sons and | moved into our nearly completed straw bale and tire 
, home in the foothills of the Rockies in Colorado. Although the construction process 
shad been difficult and frustrating, | was elated. My builders and | had succeeded in 


creating a state-of-the-art environmental dream home. 


A fourteen panel photovoltaic (PV) array supplied 
electricity. A super-efficient refrigerator and compact 
fluorescent lighting, among many other energy-saving 
devices, helped to reduce electrical demand to about 
one-fourth that of a conventional home of similar size. 


When we moved in, | imagined us sailing lightly into 
the future, virtually free of the tyranny of utility bills (we 
did bring in natural gas for cooking, heating water, and 
running the backup heating system). | felt as if | had 
nearly emancipated myself from the power companies 
and the long string of environmental problems for 
which they—and we as consumers of their product— 
are responsible. | was ready to sit back, play music, 
hang out with my boys, and enjoy my new-found 
freedom. 


But shortly after | moved into my house, | found that the 
solar-electric system wasn’t able to keep up with my 
modest electrical demand. In a panic, | called the 
electrician who had installed the system. “What’s 
happening?” | asked. “There’s plenty of sunshine and 
I’m running out of electricity!” She assured me that 
everything was okay. The system had been installed 
correctly. “The problem,” she said, “is most likely that 
you are using a lot more electricity than you thought 
you would.” | called Laurie Campbell at Alternative 
Choices, the equipment supplier, and she agreed. “It’s a 
common problem,” she said. “People just don’t realize 
how much energy they use until they go solar.” 


Being an energy miser, | found it difficult to accept this 
prognosis. But | decided to look into the matter anyway. 


The Chiras’ off-grid, solar-electric and passive solar home, made of straw bales, tires, and numerous recycled building materials. 


The phantom load of the LED light on this microwave 
is controlled by a combination switch and 
receptacle (pictured here). 


A quick analysis of my electrical loads showed that both 
women were correct. | was using a lot more electricity 
than | thought. The problem was that the extra energy 
wasn’t being put to good use. It wasn’t being used by 
my appliances, lighting, or computer. It was being 
depleted by phantom loads. 


Dastardly Phantoms 

A phantom load is a tiny power draw created by many 
different types of electronic equipment, such as 
televisions, stereos, and microwave ovens. Small 
amounts of electrical energy are used to power those 
confounded and ubiquitous LED clocks, and to keep 
televisions in a ready state, so that when you turn on 
the switch, the set comes on instantly. We’ve grown 
awtully impatient these days! 


Phantom loads are also created by voltage 
transformers (wall cubes) for answering machines, 
phones, caller ID boxes, and electronic pianos. 
Switches for automatic garage door openers, and 
sensors that keep children and small pets from being 
squashed by the closing doors, also draw small 
amounts of energy. 


Unfortunately, the solar provider who sized my system 
hadn’t said a word about phantom loads. Even the 
three top-selling books on solar electricity fail to 
mention them! As | began to become familiar with my 
solar-electric system, | uncovered a couple dozen 
phantom loads in my house. Together, they were 
conspiring to drain my batteries, even in the middle of 
summer when sun was in abundance. 


The first phantom load | discovered was in the GFls 
(ground fault interrupts). GFls are electrical outlets that 
contain circuit breakers to protect against electrical 
shock. They are installed around sinks and indoor 
planters, in garages, and on outside walls. 


Phantom Loads 


The Trace inverter draws 5 watts when in search mode, 
and about 12 watts when operating. 


Building departments love them, and require their 
installation anywhere a person using an electrical 
device might encounter standing water. They’re 
protective devices, designed to short out before you do. 
Much to my surprise, | found that the code required 
installation of fourteen GFls. Each one was drawing 2.5 
watts, 24 hours a day! 


The next phantom loads | discovered were my smoke 
detectors. As it turns out, many building departments 
require that smoke detectors in new construction be 
hard wired to an electrical circuit. These units also have 
backup batteries. Each of the three smoke detectors 
the electrician had installed drew about 12.3 watts. 
They too were operating 24 hours a day! 


Inverter as Load 

Next, | found what all solar-electric novices soon 
discover—the inverter uses electricity too. An inverter is 
an electrical device that converts direct current (DC) 
electricity produced by PVs and wind generators (and 
other renewable energy sources) into alternating 
current (AC), used by most conventional appliances. 


Tiny phantom loads can activate the inverter, depending 
on the search mode setting. Search mode is a kind of 
sleep state for the inverter. When appliances and other 
electronic devices are off, the inverter automatically 
switches into search mode. Although homeowners can 
adjust the search mode wattage of an inverter to ignore 
individual phantom loads, small phantom loads add up, 
causing the inverter to run continuously. And when the 
inverter runs, it uses about 10 to 12 watts for its own 
operation, again 24 hours a day! 


Phantoms Add Up 

Some quick math revealed a stunning fact that 
explained the mysterious failure of my solar-electric 
system. The phantom loads in my house, including the 
inverter, were drawing about 125.5 watts, 24 hours a 
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Phantom Loads 


GFls like these draw about 2.5 watts. 


day. In a grid-connected home, this kind of power draw 
is no big deal. Except, of course, when it is multiplied by 
the millions of other homes supporting similar phantom 
loads. In the United States alone, phantom loads from 
televisions, VCRs, microwave ovens, GFls, and other 
devices consume as much as five large nuclear power 
plants produce, each with a 1 billion watt generating 
capacity. 


In a solar-electric home, minuscule phantom loads can 
be a killer. In my home, equipped with a small, 
economical solar array, phantom loads created by my 
GFls and smoke detectors were devouring a whopping 
1.71 kilowatt-hours a day. Television sets, stereos, and 
other electronic devices were also adding to the 
phantom load, but they could be switched off or 
unplugged. 


In my original PV system, the panels produced only 20 
to 24 amps in full sunshine. Thus the modest 122 amp- 
hour daily phantom load required about five and a half 
hours of power output in peak sunlight. Thus, the modest 
84 amp-hour daily phantom load required about four 
hours of power output in peak sunlight. That didn’t leave 
much electricity to run the refrigerator, the lights, or 
anything else! 


Banishing The Phantoms 

My first step was to disconnect GFls that weren’t 
needed (I think the building department went 
overboard). Plates now cover those outlets, including 
the ones along my indoor planters. | also had to switch 
the smoke detectors to battery-only operation, using 
ten-year lithium batteries | purchased from Real Goods. 
These simple changes decreased my phantom load by 
71.3 watts. 


However, as noted earlier, there were other phantom 
loads | had to deal with. The television sets, which were 
super-efficient models, drew a small amount of energy 
when they were officially “off.” The VCR and portable 
stereo also drew small amounts of energy when off, 
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and so did the microwave oven and the gas stove 
(which had a clock). 


Each problem required a different solution. To shut off 
the phantom load for my portable stereo, | installed a 
switch on the cord. The TV and VCR were plugged into 
power strips that are shut off when these devices are 
not in use. | replaced the electrical outlet for the 
microwave with a combination switch and receptacle. 
This allows me to turn the power completely off when 
the microwave is not in use. 


The gas range, which is on its own circuit, is shut off at 
the breaker box. | tried disconnecting the clock, which 
was not needed, but that cut power to the electronic 
ignition devices. | now use a clock powered by 
rechargeable alkaline batteries. When | need to light the 
range burners, | use a match. When | need to light the 
oven, | turn the breaker on for a little while. The GFI in 
the garage, and others that | couldn’t remove for safety 
reasons, are switched off at the circuit box. 


Heating System Power Demand 

These simple steps saved me an enormous amount of 
energy and got my solar-electric system up and 
running again. Well, almost. When winter set in, | 
discovered another problem in my solar-heated 
home—a major problem. My natural gas-powered 
backup radiant floor system consumed an enormous 
amount of electricity. 


The system we had installed consisted of a super- 
efficient boiler with a fan for venting stack gases and 
drawing in outside air. Two pumps propelled hot water 
through plastic tubing in the cement slab beneath the 
tile floor to heat the house on cloudy days. Together, 
the pumps, fan, and other electronics in the system 
drew about 266 watts. 


Making matters worse, the boiler also contained a 
glowplug to ignite the gas burner. This used an 
enormous amount of electricity too! Making matters 
even worse, the boiler cycled on and off every few 


Audio/visual components are often phantom loads. 


minutes. Each time it went on, the power demand 
peaked at about 50 amps at 24 volts. 


Combined with the constant draw to operate the pumps 
and the fan, this power demand quickly ran my 
batteries into the ground. My calculations showed that | 
needed at least thirteen hours of peak sunshine a day 
to run the heating system for 24 hours. 


Because of this excessive demand, | started running 
the backup heating system only when outside 
temperatures dropped. And even then, | typically had to 
run my gasoline backup generator to provide enough 
electricity to keep my batteries from running out. Many 
frigid January evenings, | found myself freezing in the 
dark. Temperatures in the house plummeted to 56°F 
(13°C) during the evening. My boys and | had to bundle 
up in blankets to stay warm. Even though it warmed up 
nicely during the day when the sun was out, the house 
was much too cold on frigid January nights and on 
cloudy days. 


Needless to say, this situation required some additional 
attention. The contractor who installed the original 
backup heating system graciously agreed to replace the 
boiler with a regular gas-fired water heater with a pilot. 
A few more changes, like replacing the original pumps 
with a single, more efficient water pump, enabled us to 
decrease the load from 266 to 69 watts, a 75 percent 
decrease in electrical demand. 


Although my solar-electric system still struggled a bit to 
keep up with the backup heat during cold, cloudy 
weather, my boys and | were a heck of a lot warmer. 
For the next year, | ran the gas generator from time to 
time to replenish the batteries. But my neighbors 
complained about the generator, so | added eight more 
PV modules. This winter, the backup heating system is 
working fine and we’ve got plenty of electricity. In the 
first three months of winter, I’ve only had to run the 
backup generator four hours. (In previous years, | was 
running it twelve hours per month!) 


I’m hoping that the Air 403 wind generator | bought will 
add a little extra power too, further reducing my reliance 
on the gas-powered generator. But so far, the unit is 
only producing about a quarter of the electricity it’s 
supposed to. 


What Can You Do? 

If you live in a house supplied by solar and wind power 
and find your solar-electric system isn’t keeping up with 
your needs, phantom loads may be part of the problem. 
Many suppliers and installers ignore phantom loads 
when drawing up the specifications for a PV system! To 
calculate demand, they ask you to list all of the devices 
in your home. You list the watts drawn by a device and 
the amount of time it is used. From this data, they 


Phantom Loads 


This power strip is shut off when the TV, stereo, 
and VCR are not in use. 


calculate the energy demand of your system. As | found 
out the hard way, if you don’t include phantom loads, 
your system will fall short of expectations. 


If you are building an off-grid home, you can size your 
system to handle phantom loads. Of course, 
accommodating the appetite of your phantoms will add 
substantially to the cost of your system. In my system, 
which cost US$9,300, | would have had to double the 
number the panels to satisfy the hungry appetite of 
those pernicious phantom loads. The cost for the 
additional panels alone would have been about 
US$2,100! 


Prevention Beats Cure 

A far more cost-effective approach is prevention. One of 
the most convenient ways of avoiding phantom loads is 
to install wall switches. Plug in your appliances and 
electronic equipment that are phantom loads. A simple 
flick of the switch will deactivate the outlet and reduce 
your power demand. If you like to watch TV at night 
before falling asleep, for example, consider installing a 
switch on the wall next to the bed, so you can flip your 
television off right before the lights in your cerebral 
cortex go out. 


Combination switch and receptacle units next to major 
appliances are also useful. They’re more expensive 
than standard outlets, but they’re easy to install. Cord 
switches like those | used on my portable stereo are a 
good idea, too. You can even purchase heavy-duty cord 
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switches for larger cords. 


Phantom Loads 


Chiras System Phantom Loads Before and After Modification 


Appliance or Device Watts After Modifications Watts 
14 ground fault interrupt (GFI) outlets 34.4 | Removed or disabled 0.00 
Automatic garage door opener, switch, & sensors 7.4| Disabled at circuit breaker 0.00 
LED on the microwave oven 4.9) Switched off at switched receptacle 0.00 
3 hard-wired smoke detectors 36.9 Battery-only operation 0.00 
Clock on the stove 2.5} Switched off at circuit breaker 0.00 
Television, VCR, & stereo (living room) 17.2 | Turned off at power strip 0.00 
Television (bedroom) 2.5) Turned off at power strip 0.00 
2 portable stereos 4.9| Turned off at power strip 0.00 
Power transformer for radiant floor heating 2.5) Turned off when not in use 0.00 
Trace inverter 12.3 | Search mode 4.92 
Total Watts | 125.5 Total Watts 4.92 
Total Kilowatt-hours per Day 3.01 Total Kilowatt-hours per Day 0.12 
Total Kilowatt-hours per Month | 91.54 Total Kilowatt-hours per Month 3.59 


If you need to, you can use power strips as I’ve done, 
or shut circuits off at the breaker box. But frankly, power 
strips are not very convenient. If they’re tucked away 
out of sight, you may have to get down on your hands 
and knees to turn them on and off. Even if the power 
strips in your house are more accessible, you have to 
bend over to reach them. And you have to train 
everyone in your household to turn them on and off, 
too. A wall switch is much more convenient. 


Some hardwired or plug-in electronic devices such as 
smoke detectors or clocks can be replaced by battery 
operated models. Use rechargeable batteries to avoid 
hazardous waste disposal problems. 


Another option is to adjust the search mode of your 
inverter. When an inverter is in search mode, it shuts 
down if there is no load. Tiny bursts of electricity are 
sent through the system, searching for an active circuit. 
You can set the wattage higher on the inverter search 
mode so that it ignores the smaller phantom loads. But 
this can be a real pain, too. If you set it too high, some 
low wattage devices like portable stereos and compact 
fluorescent lights won’t come on when you flip the 
switch. 


The goal in all of this should be to be able to shut your 
house down, to let the inverter go into search mode. 
This is a kind of resting state when no power is being 
drawn from the batteries. (See Phantom Loads, by 
Richard Perez, HP14, page 13, for the phantom load 
detector homebrew, A Beginner's AC Ammeter Project, 
by Joel Chinkes, HP33, page 82, and Phantom Loads 
Update, by Michael P. Lamb, in HP55, page 36, for 
another homebrew phantom loads meter, as well as 
corrections to Lamb’s article in HP56, page 100.) 


In Tune 

These steps can help you eliminate the anguish and 
frustration of discovering that your solar or wind-electric 
system isn’t sufficient. These are simple measures that 
most people can do themselves, and they’re a lot less 
expensive than installing a large PV system or 
expanding your PV system to accommodate phantom 
loads. 


Even if you adopt these ideas, you may still have to do 
some fine tuning. Most people who live off-grid work 
around the sun—washing clothes or vacuuming when 
it's sunny, and cutting down on energy demand when 
the sky turns gray. It’s just part of a lifestyle of living in 
tune with nature. It’s a small price for creating a more 
enduring human presence on a planet well worn by 
years of human indifference. 


Access 

Daniel D. Chiras, 9124 Armadillo Trail, Evergreen, CO 
80439 * 303-674-9688 « danchiras@uswest.net 
www.chelseagreen.com/Chiras 


The Natural House: A Complete Guide to Healthy, 
Energy-Efficient, Environmental Homes, Daniel Chiras, 
ISBN 1-890132-57-8, 468 pages. US$35 from Chelsea 
Green, PO Box 428, White River Junction, VT 05001 
800-639-4099 or 802-295-6300 * Fax: 802-295-6444 
pbuskey@chelseagreen.com * www.chelseagreen.com 


Alternative Choices, Inc., PO Box 128, Florence, CO 
81226 * 800-784-3603 or 719-784-3603 

Fax: 719-784-9693 * acsolar@earthlink.net 
www.acsolar.com * System design and equipment 


Vanguard Homes, Dave Johnson « 719-475-1972 
ecodesign@toast.net * Home designer and builder 
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POWER LEVELS FROM 1KW TO 6OKW 


OUTPUT VOLTAGES OF 100,120,230 wh 


INPUT VOLTAGES OF 12 TO 108 & 


20+ YEARS MTBF 
EXPANDABLE 
MODULAR 
REMOTE CAPABLE 


“HOT® SWAPABLE 


EXELTECH 


HT: FE ee 


Solar water pumps for every purpose 


Don’t throw energy down the drain with an inefficient water pump. Dankoff Solar 
DC pumps use 1/3 to 1/2 the energy of conventional AC pumps run by inverter. 


Vertical lift Flowlight® Booster Pump 
to 960 Ft.(290m) SunCentric Centrifugal 
Pressurizing lar Force” Piston 


Flows to 75 GPM 
(285 Ipm) Solaram 


__= ~~ Depths to 600 Ft. (180 m) 
-—— . Flows to 50 GPM (200 Ipm) 

Vater supply for homes, villages, Call for a dealer referral 

agriculture, parks and recreation, Toll-Free (888) 396-6611 
and more—since 1983 —_- = (505) 473-3800 


Also a wholesale distributer of power system components www.dankoffsolar.com 
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Sunny Family ___ 


SMA, the Leading Inverter eal ill in Europe—NOW available in the US! 


i Inverters and more. : * 4 | @ Sunny Boy 
Equipment, communication, 7k tJ # 4 grid connected String Inverter 
engineering and service ‘ PV eV 700 — 2500 W 


i Trend setting system technology A . J ‘J é Y m@ Sunny Island 
for almost 20 years ot £ Cle Sine wave battery inverters for 
More than 50 MW of total 5 PA island grids 
@ More than ot tota |. hs 
hah, | a 


installed inverter power m@ Sunny Central 
large scale PV inverters for 
plants with 20 kW up to 


several MW 


m@ Sunny Boy Control 
for enhanced PV-plant 


a | monitoring 
SMA America Inc., John S. Berdner fi) f 
20830 Red Dog Road, Grass Valley, CA 95945, USA 
Phone: 530.273.4895 Fax: 530.274.7271 Advanced System Technology for ye Ae 
e-mail: berdner@ SMA-AMERICA.com the Successfull Photovoltaic Future 
www. Eee wwew.SMAAMERICA com AMERICA.com 


SOLAR CONTRACTING SINCE 1977 


4,000 REFERENCES AVAILABLE 


FULL SERVICE DESIGN & INSTALLATION 


Site Surveys / LOAD ANALYSIS / ON-SITE TECHNICAL SUPERVISION 


(nergy 


Conservation 
Services 


| Tropical Solar Experts TT ale 
t Tom il ant cool (352) 3/7-8866 Siemenstisalan 


6120 SW 13th Street ¢ Gainesville, Florida 32608 * USA * www.ecs-solar.com ower ro 
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For an earth restored and a world at peace. Solar, Wind, Hydro 
Independent Electric Power for the Remote Home where utility power is not available. 


When you speak with Backwoods Solar, your questions are 
personally answered by people using the products everyday. 
Our catalog / planning guide teaches the basics of installing 
solar electric residential power. We can refer you to skilled 
installers in most states. Our mountaintop business, shop, and 
home have been powered by equipment from our catalog for 

25 years. Utility lines are still 2 miles away. We are a family 
business living with our products. 


FREE to Home Power readers 


Phone (208) 263-4290 FAX only (888) 263-4290 
Website www.backwoodssolar.com 
Email info@backwoodssolar.com 


Visit us or write: 
Backwoods Solar Electric Systems 
1395-HP Rolling Thunder Ridge 
Sandpoint, Idaho 83864 USA 


VOU CANT ALWAYS POLY aivtonertne system mane sure 


your battery is NOT your weakest link! 


i ming insist on North America’s bes! dee-cycl 
on ie grid hesstiga mae ca’s bes! deen-cycle 


i Dool-container cométroction- eliminates beaks 
Siray Curren, and decreases maine 


o” Onsurpassed cxeling -themost dense setive 
Material inthe iniesiry - FeO cycies (0% DO) 


te” Modular constriction - easier installation 


“ VETER Ihe CP CTANEY IS Ts Wears - were 
for 10 years 


BATTERY ENGINEERING 
i=800-66 1-399 


Hells: Battery Engineering Lid, 8 Proctor St, PO Bow 674, Salem, WA 01970 Email: saleeiroliehatteryscom  ‘eevwerolisbottery.com 
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State Funds Availak le 


for RE Systems | In Califo 


Eric Hansen 


©2001 Eric Hansen 


—_— cai» 


my 


ma 
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Norman and Janet Pease received US$31,000 in California buydown funds (43% of total system cost) for this 12 kilowatt 
grid-intertied PV system that powers their home and car (as reported on by Burke O’Neal and Jack West in HP72). 


an home-scale renewable energy 
(RE) help save California? Yes, 
and the state’s putting money on it! 


If you live in California and can utility-intertie your 
renewable energy system, the state would like to 
reimburse you up to US$3 per watt for your system (or 
a maximum of 50 percent of system cost). California is 
rallying for energy relief. Home-scale, decentralized RE 
generation can be part of the solution. 


Assembly Bill 1890 (AB1890) allocated US$540 million 
to support RE in the state. Governor Davis and the 
California legislature have extended this funding with 
AB970, passed in September of 2000. 


The buydown program has requirements to be met, so 
be sure to contact the California Energy Commission 
(CEC) before you purchase equipment or install your 
system. Participants need to reserve their buydown 
amount in advance. For more information on utility- 
intertie rebate money for homes in California, and to 
reserve a buydown amount, contact the CEC, or check 
out their Web site. All states' RE incentives can be 
found at www.homepower.com/education.htm on the 
Home Power Web site. 


Tough Choice 

In the face of the California energy crisis, the fix of 
choice seems to be natural gas-fired power plants. 
These gas-fired power plants, once constructed, will 


increase California’s electricity generation capacity by 
12 percent. This fix is inherently shortsighted—supplies 
are limited. 


But there is money out there for home-scale renewable 
energy, and it can be installed and on-grid much sooner 
than building a gas generation plant. Sooo... What do 
you want, Mr. or Ms. California? Another gas-fired 
generation plant in your backyard, or solar panels on 
the roofs in your neighborhood? 


Buydown Specifics 

As you can imagine, there are many ducks to get in a 
row before the CEC will award you a buydown amount 
for your utility-intertied RE system. But the 
requirements seem very straightforward and fair. 


For starters, contact the CEC and request their 
information and registration packet titled, “Volume 3: 
Emerging Renewable Resources Account.” This guide 
is free and contains all the paperwork necessary to take 
advantage of the buydown program. Please keep in 
mind that your system must be approved before you 
actually purchase goods or services. 


If your system is eligible, you could receive a buydown 
amount of US$3 per watt or 50 percent of eligible costs, 
whichever is less. No single project can receive more 
than US$1 million in total buydown payments. The 
program has no minimum amount or wattage for 
approved systems. Systems can be as large or small as 
the owner desires with one exception—the output of all 
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wind machines installed at one site cannot exceed 10 
kilowatts. 


Requirements 

Before you go any further, you should know that there 
are some requirements to participate in the CEC’s 
buydown. First, you must be a grid customer, or be 
willing to connect to the grid of a participating utility. 
Currently, customers of PG&E, Southern California 
Edison, San Diego Gas and Electric, and Bear Valley 
Electric are eligible. If you’d like to participate but have 
a different utility in your area, check with the CEC— 
your utility may now be participating. 


Second, you can only install eligible electrical 
generation equipment. These technologies include 
photovoltaics, solar thermal electric, fuel cells, and 
small wind turbines. The technology’s make and model 
must be approved by the CEC. The list of approved 
manufacturers (most approved manufacturers on the 
CEC list advertise in HP) and their products comes with 
the information packet. Note that batteries, microhydro, 
and domestic hot water equipment are not included. 


Third, your system must meet appropriate electrical 
codes. If you install the system yourself, it must pass 
inspection and have appropriate permits. If someone 
other than the homeowner installs the system, it must 
be a licensed contractor. The CEC will conduct random 
audits of systems that have received buydown 
payments. 


Warranties are the last of the buydown’s major 
requirements. Your RE system must have at least a full 
five year warranty. If a contractor installs your system, 
this warranty must include parts and labor. This 
warranty must be presented in advance in order for the 
system to be accepted. As an added bonus, the CEC 
has expert troubleshooting help for folks that participate 
in this program. 


Reserving a Buydown Amount 

After you receive your information and registration 
packet, read it thoroughly and follow the directions 
carefully. Again, you will need to reserve the funds for 
your system before you purchase any goods or 
services. Begin by filing the CEC-1890C-1 registration 
form, which is included in the packet, via fax or mail. 
Also, fill out the other forms in the packet that are 
applicable to your system. 


When you have been awarded a buydown amount, 
you'll receive the CEC’s official CEC-1890C-2 
reservation confirmation and claim form. Reserved 
buydown amounts for systems 10 KW or smaller are 
good for nine months. Systems of 10 KW or more have 
their amounts reserved for 18 months. 


State Funds for RE 


An Example 


From the California Energy Commission publication 
Volume 3: Emerging Renewable Resources 
Account... 


An original reservation request was submitted for a 
4,800 watt (4.8 KW) system with eligible costs of 
US$24,000. The proposed system was given a 
confirmed reservation of buydown payment of 
US$12,000, using program parameters in effect at 
the time of reservation of US$3 per watt or a 
maximum of 50 percent of system costs. 


The purchaser eventually installed a system of 
6,000 watts of rated output, with eligible costs of 
US$30,000. The buydown program parameters 
available for eligible systems at the time this 
customer submitted the second claim for a buydown 
payment had declined to US$2.50 per rated watt, or 
a maximum of 40 percent of system costs. 


The buydown was recalculated by first applying the 
US$12,000 already reserved, and then determining 
the additional rebate. The calculation is summarized 
in the table below. Two real-world examples of 
California buydown systems are profiled in articles in 
HP72, (page 10), and HP73, (page 38). 


California Buydown Program 
$ Per | Amount 
Example System Watt | (US$) 


Installed system, 6 KW $5.00 | $30,000 
Rebate from reservation for 4.8 KW) 2.50) -12,000 
Rebate for additional PV of 1.2 KW) 2.00) -2,400 


Total System Cost $15,600 


Go Big! 

California utility customers will thank you for helping 
make green electricity and decentralizing generation. 
Your neighbors will thank you for helping keep gas 
generation plants from being built. And Home Power 
thanks you for being a utility-intertie trailblazer. Please 
write us and share your new system’s story—we want 
to share it with the world. 


Access 

Eric Hansen, Home Power, PO Box 520, Ashland, OR 
97520 * 530-475-3179 * Fax: 530-475-0836 
eric.hansen@homepower.com * www.homepower.com 


California Energy Commission (CEC), Emerging 
Renewables Buydown Program, 1516 Ninth St. MS-45, 
Sacramento, CA 95814 * 800-555-7794 or 
916-654-4058 « CallCntr@energy.state.ca.us 
www.energy.ca.gov/greengrid/index.html 
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Crmadt Ont al 


Our Complete Photovoltaics 
Workshop Catalog a | Wind Power 
. e 
001 1s, Now aval Microhydro Power 


Solar Home Design 


. ae 
: ‘es 5 Natural House 
Building 
Straw Bale 
Construction 
Solar Cooking 


| RE for the 
Developing World 


Successful Solar 
Businesses 


Upcoming) Worksnops: 
Joo Yatails In clove ninys 


Women’s PV Design & Installation March 19-24 
Austin, TX 

PV Design & Installation March 26-31 
Austin, TX 

Solar, Wind, & Water Power for Off-Grid April 2-7 
Lasqueti Island, BC, Canada 


PV Design & Installation April 16-21 
Woodstock, NY 
PV Design & Installation April 23-28 


The Farm in Summertown, TN 
ate Woncioys for 4900/4 
_ Biodiesel 
Build Your Own Wind Generator 
Composting Toilets & Greywater Systems 
Solar Hot Water 


_ For a complete listing of all 2001 workshops, call or visit our Web site. 


Hands-On Education « Sustainable Development 


voice: (970) 963-8855 - fax: (970) 963-8866 
e-mail: sei@solarenergy.org - web: www.solarenergy.org 


P.O. Box 715, Carbondale, Colorado, USA 81623 
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Off Grid Packages completely pre wired, Utility Interactive Packages 
assembled and shipped to your site. Batteries Not Included! 


ian the ‘Original Come see our 960 v watt array pump 


HUP Solar-One Battery renewable energy into the open and willing 
power lines of the City of Bonners Ferry! 


800-718-8826 For product information on both types of Solar Energy 


At Northwest Energy Storage Inc. we specialize in high quality products, with professional service and support at reasonable prices. 


6791 S. Main St. Suite C Bonners Ferry, Idaho 83805 * 208-267-6409 ¢ Fax 208-267-3973 
E-mail: batteries@nwes.com ¢ Visit our Web Site WWW.NWES.COM 


New England's Renewable Energy Fair 
And | 
Solar Powered Music Festival 


july14-15, 2001 


Middletown Springs, Vermont 


Renewable Energy Two Days of 
Workshops Entertainment 
Dealers on Two 


Displays Solar Stages 
Ten Annual 


www.solirlest.com intota!solartest.com AO2-235-2050 


SOLARFEST ENERGY EDUCATION THROUGH THE ARTS 


Home Power #82 ¢ April / May 2001 5 1 


THE IOWA RENELWUABLE ENERGY ASSOCIATION PRESENTS 


[OLUA ENERGY EXPO 2601 


COME HELP US CELEBRATE OUR 10TH ANNUAL EXPO! 


= Workshops in: 
PU, Wind, Solar Hot Water, Biodiesel 


< Strawbale House Tours 


“> WYendors From Across The Midwest 


= Outstanding Local Foods and 
Entertainment 


= Camping available on site 


== Close to Cedar Rapids, lowa 


City & The Historic Amana 
Colonies 


“ Beautiful location includes 


restored native prairie and 
wooded hiking paths 


September 9 weekend, 2061 
Prairiewoods Franciscan Center 
Hiawatha, lowa 
For details visit WWW.irenew .org 
or call (319) 875-8777 


iO 


-9355 


jJowa Renewable tnergy Ass 
POB 355, Muscatine, IA 52761 


BLACKOUTS 


* Design, Installation & Service SunAmp Power Company 


* Cooling Systems—Evaps, Fans 800-677-6527 www.sunamp.com 
bp solar email:sunamp @sunamp.com 


a ee Distribut ee 
* Landscape, Security, Bus Stops oe” Wholesale Distributor 


* Street Lights, Signs, Monuments Authorized Trace Service Center 


* Deep Well-1000 feet 
* Submersible Pumping Systems 


Complete water-tight system 
just the way you want it. 


Call POWER-UP today 
@ 360-573-9506 
aie =| visit our website @ 
esis aah | 21stcenturyproducts.org 


THESE ARE THE PERFECT UNITS TO KEEP YOUR BUSINESS RUNNING! 
At home or the hunting cabin, take your power plant with you. 


CUSTOMIZE YOUR OWN SYSTEM 
You pick sizes and types 
¢ Trailer size * Solar panel type and size 


* Generator type §_* Accepts windmills, hydro etc. 
¢ Fuel capacity ¢ Batteries and Inverters 


*PV Design software included 


Ken Olson, principal Instructor, is formerly of Solar Energy International 
(SEl) and is an accredited Certified Vocational Instructor with over 25 years 
fulltime experience teaching practical hands-on & how-to Solar Energy. 


Click on SOL! 
Request info by e-mail: 
Or see Happenings in this issue 
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Things = 
Work! 


Tested by Home Power 


UNIRAC’'S U-PT, 
4 INCH SERIES, 
TOP-OF-POLE 
PV MOUNT 


Joe Schwartz 


©2001 Joe Schwartz 


ast September, we installed a 
UniRac U-PT, 72S, 4 inch series, 
top-of-pole PV mount at Home 
Power Central. It’s a nice stout PV 
mount that is easy to install and adjust 
seasonally for changing sun angles. 


Documentation & Shipping 

The 4 inch series UniRac U-PT mounts can be shipped 
via UPS. The mount we received was adequately 
packaged for shipping. A well written and illustrated 
one-page installation instruction sheet provides all the 
information needed to assemble the mount. 


Stout—steel and aluminum construction. 


UniRac Design Features 

The retail price of the 4 inch series U-PT 72S mount is 
US$350. This makes it competitively priced compared 
to other top-of-pole mounts. 


This mount supports up to eight 75 watt PV modules. 
UniRac mounts are compatible with ASE, AstroPower, 
BP, Evergreeen, Kyocera, Photowatt, Siemens, 
Solarex, and Uni-Solar PV modules. UniRac also 
manufactures a 6 inch U-PT top-of-pole mount that will 
support up to fourteen 75 wait PVs. 


The UniRac top-of-pole mounts include rack framework 
and hardware, along with stainless steel PV module 
mounting hardware. All mount components are either 
aluminum, stainless steel, or galvanized steel, and 
therefore weatherproof. As with all pole mounts, the 
schedule 40 mounting pole is supplied by the user. 


The 4 inch UniRac U-PT mounts use a supplied 2 inch 
galvanized schedule 40 pipe for the mount’s strongback 
or cross-support. This is the framing member that runs 
perpendicular to the mounting pole. The strongback 
carries the weight of the PVs along with the remaining 
mount framework. It also must provide rigidity for wind 
loading. 


UniRac mounts use slotted rails for mounting the PVs. 
I'm a big fan of racks using slotted rails, since there’s a 
little built-in slop. This makes it easier to align the PV 
mounting holes to the rails during installation. UniRac’s 
rails are reinforced with aluminum struts running 
parallel to the rails. The struts are centered on the rails, 
and run about half of their length. 


Early 4 inch UniRac U-PT top-of-pole mounts had 
problems with the PVs shifting on the racks in high 
winds. The manufacturer changed the clamping 
system between the 2 inch pipe strongback and the 
rails. The new clamps are muffler-style and solve the 
slippage problem. | went as far as carefully hanging 
on the rack after the PVs were installed. Even with my 
160 pounds on the rack, the PVs held their position 
with no problem. 


Easy Installation 

We installed the 4 inch schedule 40 mounting pole and 
waited twenty-four hours for the concrete to set. On the 
following day, we were ready to install the mount and 
the PVs. The array consisted of eight, ten year old 
Kyocera J-51 modules. UniRac had no problem coming 
up with the proper mount for these older modules. The 
4 inch UniRac U-PT mounts are quick to install. It only 
took two of us about thirty minutes to assemble the 
mount and secure the PV modules. 


Our 4 inch series UniRac U-PT mount divides the eight 
module PV array into two sets of four modules. Each 


Things that Work! 


The design made installation and adjustments easy. 


set can be individually adjusted for elevation. This 
means a little less weight to handle while you're 
repositioning the PVs. This mount can be adjusted for 
any angle. This allows you to fine tune the angle 
adjustment seasonally for your specific latitude. 


The 4 inch series UniRac U-PT mount is a good choice 
if you're looking for a top-of-pole mount for your site. It’s 
rigid, quick to install, and easy to adjust seasonally as 
the sun’s angle changes. 


Access 

Joe Schwartz, Home Power, PO Box 520, Ashland, OR 
97520 * 530-475-3179 ° Fax: 530-475-0836 
joe.schwartz@homepower.com 


UniRac, Inc., 2300 Buena Vista SE, Suite 134, 
Albuquerque, NM, 87106 * 505-242-6411 

Fax: 505-242-6412 « info@unirac.com 
www.unirac.com 


r t il ir "i 
Water BP270 70W Pasi 
ystems | Monocrystalline, high elticiongl 


pes ony $310 Soe 


= ruewonm (| reer Cute SrrcIOWnT ETE 


Home Power #82 « April / May 2001 


99 


HELIOTROPE bed jeader i solar distribution 
THERMAL 


DELTA-T | - ce. 
SOLAR HEATING _ cay | 
CONTROLS bi i 


ii aie 
Shape Gediminiiontann’) Tra Theices Urediunniedad Oh duke | Lire. A FS | - e 


For automatic operation ol 
solar heating systems 


DTT-84 and DT 1-94 controls 
established the 
standard over twenty years ago 
and their reliability has been 

proven in nearly a million Intermountain Solar Technologies, inc. 


installations. Vala orlacitg the Flew 


Ze Soft Kesow Ace Guide 


=i y Over 200 pages of the Finest Products 
SOLAR CHECK a and Information tor Clean Energy Solutions 
VALVE 
Low resistance spring 
check valve ideal 
in PV pumped systems 


HELIOTROPE THERMAL . 
4910 Seaport Ave. ; Heke int eMe DRAM TACT us to 
Richmond, Ca. 94804 = Intermountain Solar Tec hnologies 

Tel: 510-237-9614 , Fa 
Fax: 510-297-7018 — 

e-mail: info @ heliotropeiharmal.com FRTDORTANREARED 

web: weew.heliotropathermal.com 800-67 1-01.69 


1ZHE South idan Geen Bf 1 Soot bordan. li sat 
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JUN 
22=24 


ae 


~ “2001 


Over 100 Workshops Including: 


Solar & Wind Electricity * Green Pricing * Solar Cooking 
Sustainable Living « Energy & the Environment * Window Quilts 
Batteries & Inverters * Wind Generators * Masonry Stoves 

Alternative Fuels * Teacher Curriculum ¢ Solar Water Heating 
Straw Bale Construction ¢ Passive Solar Design ¢ Utility Deregulation 
Organic Gardening ¢ Solar & Electric Cars * Energy Efficiency 


Pro-rair Installation Workshoos: 
Help install the systems that will power the fair 
Wind System Installation: June 11 - 15 * Photovoltaic System Installation: June 16 - 20 


Special Ryents: 
Bus Tours of Alternative Energy Homes, Silent Auction, Stuff for Kids, Evening Entertainment 


Keynote Soeuser: Admission: 1Day All 3 Days 
Saturday, June 23 at 1:30 PM: Adult $8.00 $20.00 
Julia Butterfly Hill, 

environmental activist, tree sitter, & 
author of The Legacy of Luna 


Under 17 & Seniors $5.00 $10.00 
Children Under 12 FREE FREE 


. 
a 4 
al 


Midwest tadewable Eoeryy Association | 
71550 Deer Rd., Custer, WLSa225 9 

715-592-6592 > Sea ‘ 
mreainfo@wi-netcom rind 
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Panama Baftholomy 


©2001 Panama Bartholomy i 


on't ask yourself what the world 

needs. Ask yourself what makes 

you come alive, and then go and 
do that. Because what the world needs 
is people who have come alive.” 


—Harold Thurman Whitman 


The first time | heard of biodiesel, | was at the Health 
and Harmony Festival in northern California in the 
summer of 1998. On display was a van with sunflowers 
painted all over it and lettering explaining how many 
miles per acre the van got on a vegetable oil based 
fuel. 


| was intrigued, and went over to see 
what this was all about. A young 
couple was near the van, explaining 
how they had traveled cross-country 
from Florida to get here and that 
they did it all on this fuel called 
“biodiesel.” They didn’t have to 
modify their vehicle, and any 
unmodified diesel engine could run 
on the stuff. They told the crowd that 
there is a 75 percent reduction in 
greenhouse gases from the tailpipe 
with biodiesel, and that the exhaust 
smells like french fries. The couple 
was Joshua and Kaia Tickell, and 
they were about to become my 
inspiration. 


Left: Author Panama Bartholomy 
shows off biodiesel at Humbolt State 
University’s Campus Center for 
Appropriate Technology. 


Below: Finished biodiesel is pumped 
into a fuel can. 
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The Fuel for My Fire 

| bought their book, From the Fryer to the Fuel Tank, 
and that fall, Andy Cooper, Anna Lee, and | built a mini- 
refinery (a blender) for our Appropriate Technology 
class at Humboldt State University. The folks up at the 
Campus Center for Appropriate Technology (CCAT)— 
on campus but off the grid since 1991—approached us 
about replacing their dying natural gas generator with a 
diesel generator fueled by our biofuel. 


As another added benefit, Andy and | both have diesel 
vehicles, and we wanted to free ourselves from the 
greedy grasp of the Western Fuel Association. After a 
couple of months of researching, pricing, and planning, 
we made the ungainly leap from our blender to the 
home-scale refinery described below. 


The System 

The thing that surprises most people about biodiesel is 
how easy it is to make. You don’t need a chemistry 
degree or access to a lab, and the setup can be cheap 
or expensive, small or large. 


We wanted a setup that would allow us to produce, 
settle, and store multiple batches at the same time. To 
do this, we got three 30 gallon (115 |) barrels. One was 
the reactor, and two would be our settling tanks. 
Starting with 25 gallons (95 |) of reactants, we would be 
able to produce 20 gallon (75 |) batches three times a 
day. 


We begin with oil recovered from local restaurants and 
the university cafeteria, the “J” (Our slogan: Now there’s 
more than one way to get gas from the “J”!). We look 
for clean, thin oil with not many food particles, and we 
filter out any extra french fries through a small screen 
mesh filter. 


Some restaurants are good about changing their fryer 
oil, while some are not. That makes a big difference in 
the acidity of the oil, which is determined with a simple 
pH kit. The acidity determines the amount of lye we 
have to add. We have looked into over eighty “waste” 
oil containers in the last year. My options for eating out 
in our area are very limited now due to the knowledge 
I've gleaned from these excursions. 


We pour the filtered oil into a 30 gallon barrel, and light 
the propane burner underneath it. The oil has to be 
heated to about 125°F (52°C) for the 
“transesterification” reaction to take place, turning 
vegetable oil into biodiesel. Transesterification is the 
process of using an alcohol (such as methanol or 
ethanol) in the presence of a catalyst (such as sodium 
hydroxide or potassium hydroxide) to chemically break 
the molecule of the raw renewable oil into methyl or 
ethyl esters, with glycerol as a byproduct. 


Biodiesel 


Panama uses a paint mixer to combine methanol and lye 
in a closed container to make sodium methoxide. In this 
posed photo, he skipped the usual protective gear. 


As it is heating, we calculate how much lye to add 
(1-3% of the total mixture) based upon the pH test. We 
measure out the amount of methanol required to make 
the proportions of the mixture 80 percent oil and 20 
percent methanol. 


We get our methanol from a local petroleum distributor, 
and our lye from a janitorial supply dealer. We mix the 
methanol and lye together very carefully, since the 
combination, sodium methoxide, is very dangerous. Any 
time we deal with lye, we wear gloves, long-sleeved 
shirts, and safety glasses. Sodium methoxide will eat 
your nerves, so it may be too late to save your skin by 
the time you realize something is wrong. But after two 
years, all three of us still have all of our skin. 


We isolate the sodium methoxide by making it in a 
closed container and using a paint mixer that attaches 
to an electric drill. After five minutes of mixing, we add 
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the sodium methoxide to the oil. 


Biodiesel 


In the reactor tank, ingredients are mixed with an electric 
outboard motor and heated with a propane burner. 


In the reactor tank we now have oil and sodium 
methoxide. We turn on the small electric outboard 
motor (powered by a battery), and start mixing the 
batch. The outboard was by far the cheapest tool we 
found to mix 30 gallons (115 1) of thick oil. But with a 
little mechanical skill, you could easily make a mixer. 
We power our mixer with a deep-cycle battery that we 
will be recharging with our new diesel generator. For 
now, we are recharging it with one of our biodiesel 
vehicles. 


After the first fifteen minutes, you can tell whether or not 
a reaction is taking place by observing the color change 
in the mixture. After about an hour and a half of mixing, 
the batch is ready to settle out. 


We welded a bung into the side of the barrel so we can 
use gravity to get the mixture into 5 gallon (19 1) 
containers. Next we pour it into the settling tanks. Once 
in a settling tank, the mixture settles out over eight 
hours into 20 percent glycerin on the bottom and 80 
percent biodiesel floating on the top. While it’s settling, 
we start on the next batch, or, since we often make a 
batch in the evening, go to bed. 


We had valves welded into the bottoms of the settling 
barrels (thanks to the local muffler shop!), and the 
barrels are lifted off the ground so that we can drain off 
the batches using only gravity. When the batch is done 
settling, we drain off the glycerin, which has separated 
out to the bottom of the barrel. The glycerin that comes 
out is dark and thick. So we can tell when it is all out 
and we are starting to drain biodiesel—both the 
viscosity and color of the flow change. 


We close the valve and test the specific gravity of the 
biodiesel with a hydrometer. If the hydrometer reads 
below 0.90 and above 0.84, we know that we have 
successfully made a batch of biodiesel! We've only had 
a couple of failed batches out of the dozens we’ve 
made, and they were in the early weeks when we were 
still working out the bugs in our system. 


At this point, some people wash their biodiesel with 
water to extract any residual glycerin, along with excess 
methanol, alkali soaps, waxes, and acids. But this 
greatly increases the time of the operation (three to four 
more days) and uses a lot of water, so we skip that part, 
counting on the filter on our storage tank to take out all 
of the leftover glycerin. 


We like to keep our settling tanks freed for the next 
batch, so we pour the biodiesel into the 55 gallon 


CCAT Biodiesel Production Facility Costs 


Item US$ 

Three 30 gallon barrels $150 
Minn Kota Powermax 36 outboard motor 100 
Tuthill 112 pump, 80 gpm 100 
Metal-Fusion propane burner 87 
Three ball valves for barrels 48 
Armor Plate DC27-15 battery for motor 47 
Shelving (used) 25 
Paint mixer (used) 15 
Olive barrel for sodium methoxide (used) 10 
Cim-Tek 200E filter,10 micron 9 
Mesh screen for food particulates 6 
Storage container, 55 gallon (donated) 0 
Drill (donated) 0 
Flame box for methanol storage (already had) 0 
Hydrometer (donated) 0 
Propane tank, 5 gallon (already had) 0 
Setup labor (volunteer) 0 
Thermometor (donated) 0 
Triple beam balance scale (donated) 0 
Welding (six-pack of beer per valve) 0 
Total $668 
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(210 |) storage tank. As we need it, we pump the 
biodiesel out through a large, 10 micron fuel filter to 
catch any food bits, glycerin, or other impurities. It is 
now ready to power an engine! 


Biodiesel is also very good for other uses. We have 
used it as a paint solvent, a bicycle chain lubricant, and 
a heavy-duty cleaner. It’s also great as a starter fluid for 
fires. In Japan, they use biodiesel’s solvent properties 
to clean out car engines. They drain out the motor oil 
and put biodiesel in its place. Then they run the engine 
and the biodiesel cleans the inside of the engine. When 
they drain the biodiesel, a lot of old, gunky motor oil 
residues come out, and the inside is spic and span. 
They put motor oil back in, and off they go. 


The Products 

“What about the 20 percent glycerin?” you ask. Some 
people make the glycerin into soap or any of the 
thousands of products with glycerin in them. We would 
like to do this eventually, but for now we are composting 
it. It is non-toxic and completely biodegradable. 


After mixing, the biodiesel and glycerin mix 
is transfered via 5 gallon jugs to a settling tank. 
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Biodiesel 


The glycerin, which is darker, settles to the bottom. 


The biodiesel fuels an ‘81 Volkswagen Rabbit pickup 
and an ‘80 Mercedes stationwagon. CCAT just bought a 
Hardy 2.4 KW AC diesel generator specifically to use 
the biodiesel and to replace their gerry-rigged DC 
natural gas Honda generator. It will work strictly as a 
battery charger. Our Trace 4024 power center is about 
70 percent efficient, so we shouldn’t lose that much of 
the energy to the battery charger. Biodiesel is also non- 
toxic, biodegradable (composts in 28 days!), and safe 
to store due to its high flash point (825°F; 163°C). 


When all is said and done, the cost of a gallon of our 
biodiesel, using recovered oil and not including labor 
and setup costs, is around US$0.70 a gallon 
(depending on your local lye and methanol costs). A 
“free” (not including pickup costs) gallon of oil + 1/5 
gallon methanol at US$3 per gallon + 24 grams lye at 
2.5 grams for US$0.01 = US$0.70 per gallon (US$0.19 
per liter)! 


History 

When Rudolph Diesel created his diesel engine, it was 
able to run on pure vegetable oil. He got the idea from 
the fire starters of some tribes in Africa. While traveling 
in northern Africa around the turn of the century, Diesel 
witnessed tribes starting fires with tubes and a plunger 
device. The tubes would be sealed on one end and a 
bit of wood would be dropped in. Then the plunger 
would be pushed into the tube, forcing air to compress 
and heat the piece of wood. That piece would then be 
removed and used to start fires. Rudolf adapted the 
idea of the tube and created his engine, with veggie oil 
replacing the piece of wood. 


He wanted to make an engine that a farmer could use 
without ever leaving his or her farm for fuel. But the car 
companies who have co-opted his creation designed 
fuel injection systems so that only a very thin, highly 
flammable waste product of the petroleum industry 
could be used—our modern day diesel fuel. 


Biodiesel 


Now even CCAT’s backup generator will be powered 
by renewable energy too. 


How Does It Work in the Car? 

What our whole process is really doing is slimming 
down the vegetable oil by removing its free fatty acids 
and making it more flammable by adding the methanol. 
The engines love it. They get the same mileage, and 
the same power and torque. 


Standard diesels can be hard to start on cold mornings 
when the fuel will cloud or gel a bit. The same goes for 
biodiesel, and a winterizing agent will help with that. 
The exhaust smell is greatly improved—I can even talk 
people into putting their faces right up to the tailpipe. 


Lessons Learned 

First, both vehicles had problems initially when the 
biodiesel, an amazing solvent, knocked loose all the 
gunk (rust, algae, etc.) in the bottom of our twenty year 
old fuel tanks and sent it up to our fuel filters. That’s 
apparently a common problem when biodiesel is first 
put in old tanks, and for us it simply meant replacing the 
filters. 


Not only will biodiesel dissolve gunk in your tank, it will 
dissolve lastomir tank sealant. If you have already put 
that in your tank, expect to spend an afternoon cleaning 
sticky goo from the screen inside your tank. A similar 
warning goes for rubber fuel lines, which should be 
replaced with silicon lines after 10,000 miles (16,000 
km) of biodiesel use. 


Second, we bought some unnecessary things when we 
were first planning our system, but have since 
discovered that making biodiesel really isn’t that 
complicated. We began with a setup where we filtered 
the oil while putting it into the mixing tank, requiring 
expensive metal shelving to support a barrel above the 
mixing barrel. But we discovered that we also wanted to 
filter it later to get out extra glycerin. Just filtering it at 
the end saved a lot of time, space, and mess. 
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Something that we already had that was very useful 
was a flame box—a flame resistant container, 
preferably metal, that can be locked and is safe to store 
flammables in. This is necessary, since we are located 
in a very public area. Since CCAT’s function is 
educational, there are lots of people around. So for 
safety’s sake, we keep the methanol, lye, and other 
stuff we don’t want little ones to play with, in the flame 
box. 


Third and last, we have learned the profound 
satisfaction of taking responsibility for making our own 
fuel for CCAT’s generator and our own vehicles. We’re 
also proud to be reusing a “waste” material, as well as 
making no net increase of carbon dioxide to the 
atmosphere. You can hold your head a little higher and 
feel a little more alive when you're driving with last 
year’s soybeans, and your exhaust smells like donuts. 


Access 

Panama Bartholomy, Humboldt State University, 
Restorative Development Senior, CCAT volunteer, 
Center for Environmental Economic Development 
Campus Coordinator, 151 Hill St., Arcata, CA 95521 
707-826-0298 * panamaredhat@hotmail.com 


The National Biodiesel Board, 3337A Emerald Ln., PO 
Box 104898, Jefferson City, MO 65110 * 800-841-5849 
or 573-635-3893 * Fax: 573-635-7913 
biodiesel@sockets.net * www.biodiesel.org * Education 
and lobbying 


From the Fryer to the Fuel-Tank, 3rd Edition, Joshua 
Tickell, ISBN 0-9707227-0-2, 176 pages. US$24.95 
from BookMasters, Inc., PO Box 388, Ashland, OH 
44805 * 888-822-6657 or 419-281-1802 

Fax: 419-281-6883 = tickell@veggievan.org 
www.veggievan.org 


Pacific Biodiesel, 285 Hukilike St., B103, Kahului, HI 
96732 * 808-877-3144 * Fax: 808-871-5631 
info@biodiesel.com * www.biodiesel.com * Produces 
biodiesel fuel for diesel vehicles on Maui and does 
outreach to developing countries. They can build you a 
200,000 gallon per year refinery. 


The July/August 2000 issue of Utne Reader has a great 
article about rural farming with biodiesel in India. 


CHEAPESTSOLAR 
COM 


“HANZI” Chinese Diesel 


China Diesel Generators 
Water Cooling, Electric Start, 1800 rpm, 115V / 230V, 60 Hz, 


One Year Warranty. 
THE WORLD’S ——— = 3 kw $1575 
LEADING | =e 7.5kw $2795 
SOLAR POWER a7 : 10kw $2995 
CONTROLLERS ————. se ISkw $4295 
ao ae: : Includes Spare Parts Kit, 

Using advanced technology for: ane ’ j Tools, & Free Shipping. 
oe : China Diesel Tractors 
* LOW COST 4-Wheel Drive, Power Steering, Roll Bar, Double Stage Clutch, 
¢ PWM BATTERY & Front Loader. 

CHARGING 25 HP, 30 HP, & 50 HP. 


Options: Front Loader 
Backhoe, Cab Turf Tires, 
& Implements. 


Morningstar controllers 
are distributed worldwide. 
Contact your local solar 
distributor or Morningstar 
for complete product 
information. 


Call now to place your order, or for more information 

4) MORNINGSTAR — SUNSAVER Newinli International, Inc. 

1098 Washington Crossing Rd. « Phone: 215-321-4457 1424 Arrow Hwy., Irwindale, CA 91706 

Miser Toll Free: 1-877-NEWINLI (1-877-639-4654) 

SMTany Neuman ° Tel: (352) 46 37 57 Phone: (626) 357-9895 ¢ Fax: (626) 357-9916 
Web: www.dieselequip.com 


L-2241 Luxembourg « Fax: (352) 46 37 58 
email: morningstarEU@compuserve.com Email: newinli@ aol.com 
Distributors Wanted 


SunWorld, the official magazine 


The original magazine layouts of the International 


In Adobe Acrobat PDF® format (reader included): Solar Energy Society says, 
“Together these CDs offer the 


Color ¢ Indexed ¢ Searchable ¢ Exportable | t collecti f fil and 
Printable ¢ Acrobat Readers included 2 opaeucal infer iti a 


achieving energy independence 
ever available.” 


Postage Paid 


(International orders add $3) 


Home Power 
PO Box 520, Ashland, OR 
97520 


Phone: 541-512-0201 
Web: www.homepower.com 


Save Paper! 
Check out Home Power's 
back issues on CD-ROM 
¢ Solar2 — Issues #1-#42 
¢- Solar3 — Issues #43-—#60 
- Solar4 — Issues #61-#70 
- Solar5 — Issues #71-#76 
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Specializing in 


systems design 


Solar Electric, Heating, 
Water, & Appliances 
Including complete CAD 
design services 


We can supply everything you need to be off-grid... 
inverters to modules to batteries, including your kitchen stove. 


All the best brands... Free Catal 
ower alog to Home 
TRACE * KYOCERA re 
APT ¢ BUDERUS Shien; 
THERMOMAX 
WATTSUN 
SOLARJACK ¢ IBE —_ ) ie 


PEERLESS-PREMIER ly 7 | 
— Sle 
(ENGINEERING) & 


Need a High Efficiency Refrigerator KYOCERA Sighe = 
for a Harsh Climate? KYOCERA SOLAR, INC. - 


N FRO) “TT P.O. Box 340, 262 Badger Road [wml 
SC S “Ennis, MT 50759 ? 'PP 


P.O. Box 1101, Arcata, CA 95518-1101 far 
Phone: 707-822-9095 « Fax: 707-822-6213 * www.sunfrost.com 


got solar?...we do! 


Green Building 
Technology lex 


e =] q t 
Upcoming Workshops Include: a a 
+ Wind for Rural Areas April 6-7 LaCrosse, WI i” | ba 
* Basic Photovoltaics May 5 Milwaukee, WI 
+ Intermediate Photovoltaics WEVA) Milwaukee, WI 
* Solar Domestic Hot Water (Install) May 26 Sarona, WI 
* Solar Water & Space Heating June 10 Amherst, WI 


* Utility Intertie Wind Systems (Install) | June 11-15 Amherst, WI 
* Advanced Photovoltaics (Install) June 16-20 Amherst, WI 


Don’t miss the 34 


. e 22- 
ergy Fav, Jun ; 
0m hnherst Wisconsin! 


| = Solar 
Photovoltaics, Wind, Hydro as, Hot Water 


Call or write for more information and course descriptions. 
Midwest Renewable Energy Association, 7558 Deer Rd., Custer, WI 54423 
phone (715) 592-6595 ¢ fax (715) 592-6596 * mreainfo@wi-net.com * www.the-mrea.org 
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“20 Years of Solar Dreams” 


—r — 
Over 50 exhibit booths 
= Say, and more than 30 
y workshops included 
lle : 
Annual iy) WR tae 


? Pre-fair workshop: 
Wy N, Y An Office’s Energy 


if Upgrade— PVs, 
7 insulation, and 
4Y energy efficiency. 


Ya 
Rens neva pble_en -> Your Energy Fair for the 
a 


ergy Fat a orthwest and Inland West! 


July 2 23-29, 2001 
Grant County Fairgrounds 
John Day, OR 


for more information contact: SolWest/ EORenew, PO Box 485, Canyon City, OR 97820 
541-575-3633, email: info@ solwestorg, website: www.solwest.org 


Where’ § : if ; a's oe i ZOMEWORKS - If You Want QUALITY 
Fire Cray crcl Stee Fr te en te Trench ie me = “tees & 30+ Years of EXPERIENCE 


¢ If you are not tracking you must live above the arctic circle 
¢ 45% more water when using a track rack 
¢ 25-30% more on all other applications 
¢ Ten year warranty with all trackers and fixed racks 
¢ Zomeworks battery boxes now available with patented Hydrogen 
Venting at affordable prices 
WE ARE THE ONLY TRACKER & RACK MANUFACTURER 
WHO GUARANTEES THE RACK FOR TEN YEARS, 


AND THE MODULES SHOULD THEY BE DAMAGED 
BECAUSE THE RACK FAILED. 


=... Griphoist Division , ZOMEWORKS CORPORATION 


ami... r = Z 1011 Sawmill Rd., Albuquerque, New Mexico 87104 
. r (505) 242-5354 FAX (505) 243-5187 1-800-279-6342 


e-mail zomework@zomeworks.com web-www.zomeworks.com 
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zn Interviduavith Chris LaForge 


Boricreat Northern Solar ~ 


“cinterview by 
lan Woofenden 


*~ ©2001 Chris-LaForge & lan Woofenden 
_- 


“SS 


Chris LaForge, owner of Great Northern Solar, energy activist, and RE educator. 


re you thinking about having a 

renewable energy (RE) system 

installed at your home or 
business? Perhaps you’re wondering 
how to approach the project, and what 
to expect. You know that you'll need a 
site survey and a load analysis, but you 
don’t really know just what an RE dealer 
will ask. 


To get a clear picture of the process, | turned to Chris 
LaForge, owner of Great Northern Solar, in Port Wing, 
Wisconsin. Chris has been designing and installing 
renewable energy systems for over ten years. He lives 
off-grid with a photovoltaic (PV) and wind hybrid 
system, and has designed over 150 systems and 
installed over 100 systems for clients throughout the 
upper Midwest as well as other places. His customers 
have grown to trust his solid RE knowledge, and to 
appreciate his commitment to renewables, as well as 
his fine sense of humor. 


What got you started in renewable energy? 


In 1977, a proposed nuclear waste dump near Lake 
Superior got me angry enough to respond. Many of us 
in the Duluth area felt that before we started making a 
dump for something that lasts a hundred times longer 
than recorded history, we should first stop producing 
the waste. This suggestion required some alternative to 
nuclear power, which began my interest in renewable 
energy. 


Tell us a little about your business. 


We started the business with the motto: “We live with 
what we sell.” We’ve found that that is a key to our 
success. By working and living with the systems we 
promote, we have much more knowledge, and we can 
honestly report on how things work. 


Great Northern Solar has completed a very wide variety 
of systems throughout the country. We focus on the 
northern Midwest, but we have systems and students 
from Maine to California, Uganda, and Haiti. We have 
sold an average of about twelve systems each year 
since we opened over a decade ago. 
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What’s the first thing you do when a customer 
contacts you about getting an RE system? 


| start by talking about cost. No beating around bushes 
here. | identify roughly what size of system they need, 
and then give them the ballpark cost figure. If this does 
not inspire rage or coma, | know | have a potential 
customer, and we can start talking design and 
specification. 


Being direct saves time, and weeds out people who 
have more curiosity than real desire for clean electricity. 
| send curiosity seekers information on the MREA 
workshops we offer. This is a kind way to get the word 
out, while not wasting a lot of time. The workshops are 
available from beginner to advanced levels, and serve 
as a great resource for most people who need to get up 
to speed. 


What RE resources do you ask your prospective 
customers about—solar, wind, and hydroelectric? 
Solar thermal? 


All of the above. Usually folks come to me with a wish 
list, but | fish around their plans to see if they are 
forgetting any potential resources available to them. 
This often leads to more plans for people doing new 
construction. | talk about how folks want to heat the 
site, pump and heat their water, do their laundry, you 
name it. 


| always stress the primary unspoken resource— 
efficiency. People often just don’t get it right away, but 
when you cost out a system for an inefficient load 
profile and compare it with the equivalent efficient 
system cost, they get very interested in conservation 
and efficiency. 


When does a site survey happen, and how do you 
charge for it? 


The site survey happens as soon as the people want to 
know what they have to work with. Some folks do this 
themselves, but they are the exception. Most folks who 
really are ready to get with it will have the survey fairly 
soon after the initial contact. 


With residential systems, | often combine the site 
survey with a system design, and charge a fee 
(US$250 to $1,000), plus travel costs. Often the fee can 
be a part of the overall system cost. This depends on 
the trust developed in the relationship, and the owners’ 
desires. 


Tell us how a typical site survey goes. 


| greatly prefer that the owner is with me as much as 
possible throughout the planning process. If the owners 
are a couple, it is very important to include both 
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members, since both people will be using the system. 
So both need to know as much as possible about how it 
was planned, how it works, and what they can do to 
make it run well. 


| go to the site and take a long walk around with my 
handheld compass. This takes about an hour, and is 
followed by pulling out my trusty Solar Pathfinder. With 
the compass and Pathfinder, specific potential PV sites 
are identified. Then several charts can be worked up to 
compare more precisely what production will come from 
each possible spot. 


While this is going on, | am looking for signs of wind 
resource, obstructions to potential tower sites, and 
other RE resource potential. Once the best resources 
and site options are located, | start to talk with the client 
about their personal desires. 


What questions do you ask the owners? 


| ask at least the following questions: 


What resources do you want to use? 


How do you plan to use the site (full time residence, 
cabin, three season, occasional use, how much, 
etc.)? 


Who will also be using the system? 


What is your conservation/convenience quotient? Do 
you want to conserve and minimize your consumption 
and therefore system size, or do you want your power 
on demand without worrying about just how many 
amp-hours are still in the battery? 


How many people are in the household? 


Do you want the system to grow over time, or should 
it be full-blown at the beginning? 


Chris LaForge is active in the Midwest Renewable 
Energy Association, teaching hands-on RE. 


Interview 


Chris designs systems to work—for the sake 
of the customer and the movement. 


Ideally, where do you want the PVs? 


Where do you want the balance of system 
components? 


What is your timeline? 


How flexible are you and the others who will use the 
system? 


Why are you interested in renewable energy? 
(Motivation is a significant issue in system design; 
Why is often more important than what or how). 


Do you want to participate in the installation? (I 
encourage people to participate as much as they are 
comfortable with. The more they help with the work, 
the better they will be at operating it. The time added 
to the install educating and instructing the 
participating owner is usually more than 
compensated for by having a qualified, educated, and 
confident owner/operator.) 


What is your desired budget? (I try to establish 
enough trust right away so that we can address the 
cost issue honestly and up front, though this does not 
always work). 


All of the questions lead to discussions and more 
questions. 


And how about wind power? 


With wind, | am looking for the more hands-on 
operators (or at least “eyes on”). PV systems lend 
themselves to more carefree operation (within reason— 
you still must do your battery maintenance or hire 
someone to do it). Moving parts mean active 
participation. 


| look for the obvious indications of wind potential 
(flagging on trees, documented average wind speeds, 
stories from local old-timers, etc.). | hunt for possible 
tower sites. | observe obstructions within 500 feet (150 
m) of the potential tower sites. | determine if there is 
adequate room for a tilt-up tower, or if a freestanding 
tower is necessary. 


| also ask at least the following wind-specific questions: 


¢ Why do you want a wind power system? 


Will you really do the required maintenance or hire a 
technician to do it? 


Are you willing to participate in the ongoing research 
and development of wind power systems? (I have 
been doing more beta testing of wind system gear 
than | like. Products that are available often come 
with surprises that reflect the immaturity of this 
segment of the RE industry. If people are not going to 
roll with the punches, they need to consider systems 
with fewer moving parts. | look for their humor 
quotient, and discourage folks who can’t laugh!). 


| do strongly encourage the use of wind turbines for the 
right clients. They offer charging characteristics that 
other renewables don’t (generation on cloudy days, 
generation at night, and high amp charge rates for 
extended periods that can be used to equalize 
batteries). 


And do you deal with microhydro much? 


| love microhydro, but it’s difficult to implement. Local, 
state, and federal authorities all can have jurisdiction 
over your activities. Unless the client has complete 
ownership of the resource, you often end up right at the 
authorities’ door. 


That said, the constant charging output from the careful 
use of hydro is ideal. It works well in hybrids as well. To 
determine potential hydro capacity, | ask the following 
questions: 


* Do you own the resource? 


« What is the proximity of the resource to your balance 
of system components (BOS)? 


* What is the available head (vertical drop from 
collection point to the turbine site)? 
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What is the flow rate (available gallons per minute)? 


Is the resource year-round or seasonal? 


How will the gear affect the aesthetics of the site? (I 
describe the components of the potential hydro setup 
and suggest ways to mitigate physical and visual 
impacts.) 


What authorities have jurisdiction on the resource? (Is 
the resource a navigable waterway? Is it a registered 
trout stream or other breeding ground? Are any 
endangered species present, or does the potential 
exist? Did you know that the Department of Natural 
Resources wardens carry guns?) 


How many of the systems you do are hybrids, and 
how many of those use engine generators? 


Most systems (90%) are hybrids in the broad sense of 
having more than one energy source. Stand-alone 
systems have engine generators as a backup 90 
percent of the time. Grid-intertied systems have the grid 
as backup and sometimes an engine generator as well. 


| highly recommend solar/wind hybrids if the client fits 
the wind system profile. They work exceptionally well in 
many areas. These systems can reduce the use of non- 
renewable sources a great deal or completely. 
Solar/microhydro is another good combination if 
possible. 


Grid-intertie systems get to use the grid for backup. 
This is a nice feature, although many RE folks do not 
like utilities. Grid-intertie systems that are battery-free 
are ideal. They can grow over time with the grid making 
up for shortfalls as the array grows. They are often 
more affordable than the more redundant 
grid/RE/battery systems. 


How do you come up with a balanced system using 
more than one source of energy? And how does 
this affect your site survey? 


This is very difficult without adequate wind resource 
documentation. Short of actual wind data from that site, 
accurate production calculations are not possible. If the 
area has other data, a general prediction can help. 


| like to make hybrids rely more on the most predictable 
resource. Clients often have a different idea [wild 
laughter]. PV is very predictable compared with wind 
resources, and | use that fact to help make the system 
robust. Microhydro is a great addition in a hybrid, but as 
| mentioned, it’s hard to apply in the real world. 


If the wind resource is strong, | still try to incorporate at 
least a small PV component. This is important because 
it gives the system a greater level of resource 
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availability and a good direction for system expansion 
over time. Sometimes the owners want only one 
resource (because they live near lake Superior, for 
instance, and they think it is very windy all the time— 
not true). | make sure that they understand the range of 
available options, and | remind them of this a lot. | like 
hybrids! 


The site survey is a bigger event each time you add 
another resource. It takes more time. The planning 
requires more theoretical work than a simple PV 
design. | discuss the variables and their effect on 
system performance at length. 


And is a load survey done at the same time as your 
site survey? 


The load survey is usually done before | go to the site. | 
use a Standard chart format listing a// loads completely. 
The chart is divided into AC and DC loads. It has 
columns for these categories: 


* Appliance 

* Quantity (number of appliances of this exact type) 
* Wattage 

* Surge wattage 

* Average “on” time per day 

« Average number of days each week 

* Load priority 


The chart has a line for the largest load and largest 
combination of simultaneous loads. Both of these 
numbers affect inverter sizing. 


Chris uses a Solar Pathfinder to do skookum site 
surveys—your installer should too. 


Interview 


What’s your baiting average? How do the finished 
systems end up—as far as energy production and 
use—compared to the projections you make in your 
initial survey? 


| don’t want to sound cocky, but | have a very high 
batting average—l’d say 950. | can’t honestly list any 
serious failures. Now how do | do it? 


First of all, | always try to be completely honest—up 
front and blunt. | explain all the problems we have 
experienced at our homestead over the years, and | try 
to make sure that the client is “getting it.” | make the 
client do a serious load profile, or | tell them | have no 
way to make sure the system will work. | also tell these 
people that failures in the RE industry are very bad 
“black eyes” and | will be building a system for them 
that is probably more robust than conservative. 


Second, | build robust designs. | de-rate modules 15 
percent off manufacturers’ ratings. | round numbers up 
and lean on the conservative side when estimating 
resource availability. | estimate how honest the load 
profile is and round it up if | don’t trust it. | always build 
in expandability, and | underline the fact that if the load 
profile grows, the system must grow! Third, | pray ona 
regular basis. 


How often is money the determining factor in 
system sizing, and how does that affect your site 
surveys, load analyses, and system designs? 


In 90 percent of the systems, money is primary. It most 
often does not affect the survey, but it greatly affects the 
planning. Growing PV arrays over time and weaning 
engine generator use is a common way of dealing with 
small budgets. 


There is usually a way to get the job done. If the owner 
is not ready to buy enough gear to do their job, | tell 
them that we can’t skimp. If they don’t believe me, | try 
to convince them. | plan for success, so | don’t do a 
design unless | truly believe in it. Failures make a lot of 
news and are very bad for the growth of the use of RE 
(remember the 1970s?). 


How is your site and load survey received by 
customers? 


Clients generally don’t get it until | tell them that a good 
survey leads to a good system in the same way that a 
cobbler looking at and measuring your feet will lead to 
comfortable shoes. 


There are many people who get scared away by the fee 
for service. I’ve finally decided that my time is valuable. 
If people want something for free, they will get what 
they pay for. Skilled design makes all the difference in 
system performance. 


Some people who have more money than time object to 
a detailed load profile. | tell these folks that if they don’t 
want to be specific, they will buy a system that may be 
bigger than they will really need. Sometimes that’s just 
what they want. 


Very few people object to a site survey. The procedure 
just makes sense. If a vendor sells you a system 
without seeing your site, you are asking for failure. We 
had quite a noticeable number of instances where a 
well-known vendor in California was selling packages 
that might have worked out west, but were not 
appropriate for the Midwest. These failures put the 
wrong foot forward for renewables. 


Packages can work when the task is very well defined. 
If you are powering a residence, you either get more or 
less than you need with a mail order package system. | 
sincerely hope that you buy the bigger one. Get more 
than you need, please. You will figure out how to use it. 


From an installer’s point of view, what’s the 
advantage of doing these detailed surveys? 


| build systems that work for the place they are 
installed. To do this, | need to know the daily watt-hour 
consumption of the client. | need to know the average 
and high and low solar insolation where the PVs live. | 
need to fit the pieces together correctly to avoid line 
losses. | need as much information as | can get and 
then some. 


| hate callbacks. Site surveys allow me to bring all the 
gear | need and anticipate details that will save time 
and money. Making it work right out of the chute makes 
everybody happy. It leads to win-win situations. 


And what advantages and disadvantages does it 
have for the customer? 


Doing a good load profile will save you from one of two 
things: 


¢ Spending more money than you need to on gear you 
don’t need, or 


* Getting a system that does not meet your real world 
needs, or worse—one that does not work at all. 


Having a professional site survey will lead to a good 
design fitted for your circumstances and needs. It 
should lead to a smooth installation and avoid 
unnecessary costs. A good site survey may discover 
resources that you, as a novice, did not recognize. 
Having time with an experienced RE dealer should 
provide you with a lot of information about what you are 
trying to do and how it can be done. In some cases, it 
will convince you that it cannot be done (at least the 
way you may have first thought). Using these services 
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should save you a lot of time and noticeable amounts of 
money. 


Another advantage to having a survey is if you end up 
working with a crook. Time with this type of dealer 
should give you a chance to see through any schemes. 
Our network of IPP installing dealers can help people 
find qualified dealers who are in the business for the 
long run. | don’t see many disadvantages for customers 
doing careful footwork during a major project. 


Any closing sage advice for folks contemplating 
their first RE system? 


There are many reasons for using RE. Think about 
why you are doing it first. Helping improve our impact 
on the surface of the planet is a good reason. Saving 
money off your utility bill may not be. 


Shop around and ask questions. 


Take some workshops from the MREA, SEI, or other 
non-commercial centers of information. 


Take manufacturers’ claims with a pound of salt. 


Watch out for big claims from glossy print material. 


Read Home Power magazine. Get the back issues of 
Home Power and read them. 


Good work costs money. Good work is worth its 
weight in gold. 


Respect the truth anywhere you can find it. 


Access 

Chris LaForge, Great Northern Solar, 77450 Evergreen 
Rd., Suite #1, Port Wing, WI 54865 

Phone/Fax: 715-774-3374 * gosolar@win.bright.net 


Independent Power Providers (IPP), PO Box 231, North 
Fork, CA 93643 « 559-877-7080 * Fax: 559-877-2980 
don.loweburg@homepower.com * www.i2p.org 
Network of qualified RE installing dealers 


Interviewer: lan Woofenden, PO Box 1001, Anacortes, 
WA 98221 ¢ Fax: 360-293-7034 
ian.woofenden@homepower.com 


If you don’t want 
good prices & great service 
don’t go to 


Mr Solar.Com 


410-391-2000 


Interview 


Southwest PV 
Systems & Supply, Inc. 
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We're in this together 
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as partners . . . not competitors. 


SunWize Technologies is looking for experienced dealers 
who want to be members of our team. We support our 
dealers with personal attention and competitive pricing. 
Call our Dealer Sales Manager at 800.232.7652. 


Siemens Solar 


Visit us at Vv] Wi (= 
www.sunwize.com i Rapa 
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2ND ANNUAL 


am 3-DAY FAIR 


SEPT. 28-30, 2001 FREDERICKSBURG,TEXAS 


4 
‘Exhibits 
‘ KEE N ‘Demonstrations 
SUSTAINABILITY | “Workshops 
‘Tours 
‘Family Activities 


SOLAR 


Enjoy the unique town 
WIND os " 


BIOMASS of Fredericksburg and the 
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HARVESTING Texas German culture, 


ORGANIZED BY: Enchanted Rock and the LBJ 
Texas Renewable 
Industries Ranch & National Park. 
Association 
Russel E. Smith 
phone: (512) 345-5446 
email: R1346@aol.com 


and the 
Texas Solar 
Sasewestela(ae Building Independence, Security, and a Cleaner Environment 


shone: (512) 263301 \WWW.RenewableEnergyRoundup.com 


email: info@txses.org P.O. Box 9507, Austin, TX 78766-9507 
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Do you want the power? 


www .solarvillage.com 
800-376-9530 
info@solarvillage.com 
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Web: www.sunweavers.com ~ e-mail: fonature(d tint nel 
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NO-HASSLE WATER POWER 


If you have a reasonably fast running stream or tide 
nearby and 12” of water clear, Aquair UW Submersible 
Generator can produce 60 to 100 Waits continuously, up 
to 2.4 KWH per day. NO TURBINES, NO 

DAMS, NO PIPES! Water speed 5 ; 

mph (brisk walk) = 60W. 8 mph 

(slow jog) = 100W. Timber, rock, or 


natural venturi increases output. 


Jack Rabbit 
Energy Systemg 


425 Fairfield Ave., 

Stamford, CT 06902 

(203) 961-8133 

FAX (203) 961-0382 : 

e-mail: jackrabbitenergy@worldnet.att.net 


SOLARHOST 


Solar-Powered Web Hosting 


& Applications Service Provider 
The official Web host of Home Power magazine. 


www.SolarHost.com 
Toll Free 866-SUN-HOST 


703-934-9245 * FAX 703-934-9264 


SolarHost, technology as nature intended. 


Renewable Energy Power Systems 
e Sales—PV, Wind, & Microhydro 
e Design—Off-Grid or On-Grid 

e Full On-Site Installation 


Toll Free! 1-877-682-4503 
530-582-4503 © fax: 530-582-4603 
PO Box 2511, Truckee, CA 96160 

www.solarwindworks.com 
off the grid since 1977! 


Conserve what you have, 
order windows on line. 


SMARTWINDOW.COM 
1-888-854-9520 


“The smart way to window shop.” 
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How to Choose 


an Inverter for 


an Independent Energy System 


he inverter is one of the most 

important and most complex 

components in an independent 
energy system. To choose an inverter, 
you don’t have to understand its inner 
workings, but you should know some 
basic functions, capabilities, and 
limitations. This article gives you some 
of the information you'll need to choose 
the right inverter and use it wisely. 


Why You Need an Inverter 

Independent electric energy systems are untethered 
from the electrical utility grid. They vary in size from 
tiny yard lights to remote homes, villages, parks, and 
medical and military facilities. They also include 
mobile, portable, and emergency backup systems. 
Their common bond is the storage battery, which 
absorbs and releases energy in the form of direct 
current (DC) electricity. 


In contrast, the utility grid supplies you with alternating 
current (AC) electricity. AC is the standard form of 
electricity for anything that “plugs in” to utility power. DC 
flows in a single direction. AC alternates its direction 
many times per second. AC is used for grid service 
because it is more practical for long distance 
transmission. (See articles on basic electricity in HP52 
& 53.) 


An inverter converts DC to AC, and also changes the 
voltage. In other words, it is a power adapter. It allows a 
battery-based system to run conventional appliances 
through conventional home wiring. There are ways to 
use DC directly, but for a modern lifestyle, you will need 
an inverter for the vast majority, if not all, of your loads 
(loads are devices that use energy). 


Incidentally, there is another type of inverter called grid- 
interactive. It is used to feed solar (or other renewable) 
energy into a grid-connected home and to feed excess 
energy back onto the utility grid. If such a system does 
not use batteries for backup storage, it is not 
independent from the grid, and is not within the scope 
of this article. 


Windy Dankoff 


©2001 Windy Dankoff 


Not a Simple Device 

Outwardly, an inverter looks like a box with one or two 
switches on it, but inside there is a small universe of 
dynamic activity. A modern home inverter must cope 
with a wide range of loads, from a single nightlight to 
the big surge required to start a well pump or a power 
tool. The battery voltage of a solar or wind system can 
vary as much as 35 percent (with varying state of 
charge and activity). 


Through all of this, the inverter must regulate the quality 
of its output within narrow constraints, with a minimum 
of power loss. This is no simple task. Additionally, some 
inverters provide battery backup charging, and can 
even feed excess power onto the grid. 


Define Your Needs 

To choose an inverter, you should first define your 
needs. Then you need to learn about the inverters that 
are available. Inverter manufacturers print everything 
you need to know on their specification sheets 
(commonly called “spec sheets”). Here is a list of the 
factors that you should consider. 


Application Environment 

Where is the inverter to be used? Inverters are 
available for use in buildings (including homes), for 
recreational vehicles, boats, and portable applications. 
Will it be connected to the utility grid in some way? 
Electrical conventions and safety standards differ for 
various applications, so don’t improvise. 


Electrical Standards 

The DC input voltage must conform to that of the 
electrical system and battery bank. 12 volts is no longer 
the dominant standard for home energy systems, 
except for very small, simple systems. 24 and 48 volts 
are the common standards now. A higher voltage 
system carries less current, which makes system wiring 
cheaper and easier. 


The inverter’s AC output must conform to the 
conventional power in the region in order to run locally 
available appliances. The standard for AC utility service 
in North America is 115 and 230 volts at a frequency of 
60 Hertz (cycles per second, abbreviated “Hz”). In 
Europe, South America, and most other places, it’s 220 
volts at 50 Hz. 
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Inverter Power Quality (115 VAC, 60 Hz) 
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x«——————— “Modified Sine Wave” 


S 

£ 

BSI 

Time 0 seconds 1/240 second 
Time 0 milliseconds 4.16 milliseconds 
Radians 0 m2 
Degrees 0° 90° 
Safety Certification 


An inverter should be certified by an independent 
testing laboratory such as UL, ETL, CSA, etc., and be 
stamped accordingly. This is your assurance that it will 
be safe, will meet the manufacturer’s specifications, 
and will be approved in an electrical inspection. There 
are different design and rating standards for various 
application environments (buildings, vehicles, boats, 
etc.). These also vary from one country to another. 


Power Capacity 

How much load can an inverter handle? Its power 
output is rated in watts (watts = amps x volts). There 
are three levels of power rating—a continuous rating, a 
limited-time rating, and a surge rating. Continuous 
means the amount of power the inverter can handle for 
an indefinite period of hours. When an inverter is rated 
at a certain number of watts, that number generally 
refers to its continuous rating. 


The limited-time rating is a higher number of watts that 
it can handle for a defined period of time, typically 10 or 
20 minutes. The inverter specifications should define 
these ratings in relation to ambient temperature (the 
temperature of the surrounding atmosphere). When the 
inverter gets too hot, it will shut off. This will happen 
more quickly in a hot atmosphere. The third level of 
power rating, surge capacity, is critical to its ability to 
start motors, and is discussed below. 


Some inverters are designed to be interconnected or 
expanded in a modular fashion, in order to increase 
their capacity. The most common scheme is to “stack” 
two inverters. A cable connects the two inverters to 
synchronize them so they perform as one unit. 


Sine Wave 


1/80 second 


1/120 second 1/60 second 
8.33 milliseconds 12.50 miliseconds 16.66 milliseconds 
T 3/2 2a 

180° 270° 360° 


Power Quality—Sine Wave vs. “Modified Sine Wave” 
Some inverters produce “cleaner” power than others. 
Simply stated, “sine wave” is clean; anything else is 
dirty. A sine wave has a naturally smooth geometry, like 
the track of a swinging pendulum. It is the ideal form of 
AC power. The utility grid produces sine wave power in 
its generators and (normally) delivers it to the customer 
relatively free of distortion. A sine wave inverter can 
deliver cleaner, more stable power than most grid 
connections. 


How clean is a “sine wave”? The manufacturer may use 
the terms “pure” or “true” to imply a low degree of 
distortion. The facts are included in the inverter’s 
specifications. Total harmonic distortion (THD) lower 
than 6 percent should satisfy normal home 
requirements. Look for less than 3 percent if you have 
unusually critical electronics, as in a recording studio for 
example. 


Other specs are important too. RMS voltage regulation 
keeps your lights steady. It should be plus or minus 5 
percent or less. Peak voltage (Vp) regulation needs to 
be plus or minus 10 percent or less. Refer to HP36, 
page 34 for more about inverter specifications. 


A “modified sine wave” inverter is less expensive, but it 
produces a distorted square waveform that resembles 
the track of a pendulum being slammed back and forth 
by hammers. In truth, it isn’t a sine wave at all. The 
misleading term “modified sine wave” was invented by 
advertising people. Engineers prefer to call it “modified 
square wave.” 


The modified sine wave has detrimental effects on 
many electrical loads. It reduces the energy efficiency 
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of motors and transformers by 10 to 20 percent. The 
wasted energy causes abnormal heat which reduces 
the reliability and longevity of motors and transformers 
and other devices, including some appliances and 
computers. The choppy waveform confuses some 
digital timing devices. 


About 5 percent of household appliances simply won’t 
work on modified sine wave power at all. A buzz will be 
heard from the speakers of nearly every audio device. 
An annoying buzz will also be emitted by some 
fluorescent lights, ceiling fans, and transformers. Some 
microwave ovens buzz or produce less heat. TVs and 
computers often show rolling lines on the screen. Surge 
protectors may overheat and should not be used. 


Modified sine wave inverters were tolerated in the 
1980s, but since then, sine wave inverters have 
become more efficient and more affordable. Some 
people compromise by using a modified sine wave 
inverter to run their larger power tools or other 
occasional heavy loads, and a small sine wave inverter 
to run their smaller, more frequent, and more sensitive 
loads. Modified sine wave inverters in renewable 
energy systems have started fading into history. 


Efficiency 

It is not possible to convert power without losing some 
of it (it’s like friction). Power is lost in the form of heat. 
Efficiency is the ratio of power out to power in, 
expressed as a percentage. If the efficiency is 90 
percent, 10 percent of the power is lost in the inverter. 
The efficiency of an inverter varies with the load. 
Typically, it will be highest at about two-thirds of the 
inverter’s capacity. This is called its “peak efficiency.” 
The inverter requires some power just to run itself, so 
the efficiency of a large inverter will be low when 
running very small loads. 


In a typical home, there are many hours of the day 
when the electrical load is very low. Under these 
conditions, an inverter’s efficiency may be around 50 
percent or less. The full story is told by a graph of 
efficiency vs. load, as published by the inverter 
manufacturer. This is called the “efficiency curve.” Read 
these curves carefully. Some manufacturers cheat by 
starting the curve at 100 watts or so, not at zero! 


Because the efficiency varies with load, don’t assume 
that an inverter with 93 percent peak efficiency is better 
than one with 85 percent peak efficiency. If the 85 
percent efficient unit is more efficient at low power 
levels, it may waste less energy through the course of a 
typical day. 


Internal Protection 
An inverter’s sensitive components must be well 
protected against surges from nearby lightning and 


static, and from surges that bounce back from motors 
under overload conditions. It must also be protected 
from overloads. Overloads can be caused by a faulty 
appliance, a wiring fault, or simply too much load 
running at one time. 


An inverter must include several sensing circuits to shut 
itself off if it cannot properly serve the load. It also 
needs to shut off if the DC supply voltage is too low, 
due to a low battery state-of-charge or other weakness 
in the supply circuit. This protects the batteries from 
over-discharge damage, as well as protecting the 
inverter and the loads. These protective measures are 
all standard on inverters that are certified for use in 
buildings. 


Inductive Loads & Surge Capability 

Some loads absorb the AC wave’s energy with a time 
delay (like towing a car with a rubber strap). These 
are called inductive loads. Motors are the most 
severely inductive loads. They are found in well 
pumps, washing machines, refrigerators, power tools, 
etc. TVs and microwave ovens are also inductive 
loads. Like motors, they draw a surge of power when 
they start. 


If an inverter cannot efficiently feed an inductive load, it 
may simply shut down instead of starting the device. If 
the inverter’s surge capacity is marginal, its output 
voltage will dip during the surge. This can cause a 
dimming of the lights in the house, and will sometimes 
crash a computer. 


Any weakness in the battery and cabling to the 
inverter will further limit its ability to start a motor. A 
battery bank that is undersized, has corroded 
connections, or is in poor condition, can be a weak 
link in the power chain. The inverter cables and the 
battery interconnect cables must be big, and | mean 
really big, perhaps the size of a large thumb! The 
spike of DC current through these cables is many 
hundreds of amps at the instant of motor starting. 
Follow the inverter’s instruction manual when sizing 
the cables, or you’ll cheat yourself. 


Idle Power 

Idle power is the consumption of the inverter when it is 
on, but no loads are running. It is “wasted” power, so if 
you expect the inverter to be on for many hours during 
which there is very little load (as in most residential 
situations), you want this to be as low as possible. 
Typical idle power ranges from 15 watts to 50 watts for 
an inverter sized for a home system. An inverter’s spec 
sheet may describe the inverter’s “idle current” in amps. 
To get watts, just multiply this times the DC voltage of 
the system. 
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Low Switching Frequency vs. High Switching 
Frequency 

There are two ways to build an inverter. Without diving 
into theory, I'll simply say that there are differences in 
weight, cost, surge capacity, idle power, and noise. 


A low switching frequency inverter is big and heavy 
(generally about 20 pounds (10 kg) per kilowatt), and 
more expensive. It has the high surge capacity (four to 
eight times the continuous capacity) needed to start 
large motors. Beware of the acoustical buzz that low 
switching frequency inverters make. If you install one 
near a living space, you may be unhappy with the 
noise. 


A high switching frequency inverter is much smaller and 
lighter (generally about 5 pounds (2.5 kg) per kilowatt), 
and also less expensive. It has less surge capacity, 
typically about two times the continuous capacity. It 
produces little or no audible noise. The idle power is 
generally higher. If the inverter is oversized for motor 
starting, its idle power will be higher yet, and may be 
prohibitive. Most homes that have a well pump or other 
motors greater than 1 hp will find a low switching 
frequency inverter to be more economical. 


Both types of inverter have their virtues. Some people 
“divide and conquer” by splitting their loads and using 
two inverters. This adds a measure of redundancy. If 
one ever fails, the other one can serve as backup. 


Automatic On/Off 

Inverter idling can be a substantial load on a small 
power system. Most inverters made for home power 
systems have automatic load-sensing. The inverter puts 
out a brief pulse of power about every second (more or 
less). When you switch on an AC load, it senses the 
current draw and turns itself on. Manufacturers have 
various names for this feature, including “load demand,” 


“sleep mode,” “power saver,” “autostart,” and “standby.” 


Automatic on/off can make life awkward because a tiny 
load may not trigger the inverter to turn on or stay on. 
For example, a washing machine may pause between 
cycles, with only the timer running. The timer draws less 
than 10 watts. The inverter’s turn-on “threshold” may be 
10 or 15 watts. The inverter shuts off and doesn’t come 
back on until it sees an additional load from some other 
appliance. You may have to leave a light on while 
running the washer. 


Some people can’t adapt to such situations. Therefore, 
inverters with automatic on/off also have an always-on 
setting. With this setting, you can run your low-power 
nightlights, clocks, fax, answering machine, and other 
tiny loads, without losing continuity. In that case, a good 
system designer will add the inverter’s idle power into 
the load calculation (24 hours a day). The cost of the 
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power system will be higher, but it will meet the 
expectations of modern living. 


Phantom & Idling Loads 

High-tech consumers (most of us Americans) are stuck 
with gadgets that draw power whenever they are 
plugged in. Some of them use power to do nothing at 
all. An example is a TV with a remote control. Its electric 
eye system is on day and night, watching for your 
signal to turn the screen on. Every appliance with an 
external wall-plug transformer uses power even when 
the appliance is turned off. These little demons are 
called “phantom loads” because their power draw is 
unexpected, unseen, and easily forgotten. (For more 
information on phantom loads, see Dan Chiras’ article in 
this issue of HP page 40.) 


Another concern is “idling loads.” These are devices that 
must be on all the time in order to function when 
needed. These include smoke detectors, alarm systems, 
motion detector lights, fax machines, and answering 
machines. Central heating systems have a transformer 
in their thermostat circuit that stays on all the time. 
Cordless (rechargeable) appliances draw power even 
after their batteries reach a full charge. If in doubt, feel 
the device. If it's warm, that indicates wasted energy. 
How many phantom or idling loads do you have? 


There are several ways to cope with phantom and idling 
loads: 


« You may be able to avoid them (in a small cabin or 
simple-living situation). 


You can minimize their use and disconnect them 
when not needed, using external switches (such as 
switched plug-in strips or receptacles). 


You can work around them by modifying certain 
equipment to shut off completely (central heating 
thermostat circuits, for example). 


You can use some DC appliances. 


You can pay the additional cost for a large enough 
power system to handle the extra loads plus the 
inverter’s idle current. 


Be careful and honest if you contemplate avoiding all 
phantom and idling loads. You cannot always anticipate 
future needs or human behavior. 


Powering a Water Supply Pump 

At a remote site, a water well or pressure pump often 
places the greatest demand on the inverter. It warrants 
special consideration. Most pumps draw a very high 
surge of current during startup. The inverter must have 
sufficient surge capacity to handle it while running any 
other loads that may be on. It is important to size an 
inverter sufficiently, especially to handle the starting 
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surge. Oversize it still further if 
you want it to start the pump 


Inverter Selection Table 


Inverter Characteristic 


without causing lights to dim or Waveform Switching Frequency 
blink. Ask your supplier for help Criteria Modified | Sine Low High 
doing this because inverter Power quality Low High : E 
manufacturers have not been — \otor-starting surge capacity - - High Low-medium 
supplying sufficient data for sizing Low-load efficiency : : Higher ewer 
in relation to pumps. 

Size 7 : Big Small 
In North America, most pumps Weight 7 . Heavy Light 
ee perially Sumer ipies (10000 Acoustical buzz - - Medium-high | None 
230 volts, while smaller 

Cost Lower | Higher | Higher Lower 


appliances and lights use 115 
volts. To obtain 230 volts from a 
115 volt inverter, either use two inverters “stacked” (if 
they are designed to be wired in series) or use a 
transformer to step up the voltage. 


If you do not already have a pump installed, you can 
get a 115 volt pump if you don’t need more than 1/2 hp. 
A water pump contractor will often supply a higher 
power pump than is needed for a resource-conserving 
household. You can request a smaller pump, or it may 
be feasible (and economical) to replace an existing 
pump with a smaller one. You can also consider one of 
a growing number of DC pumps that are available, to 
eliminate the load from your inverter. 


Battery Charging Features 

Backup battery charging is essential to most renewable 
energy systems because there are likely to be 
occasions when the natural energy supply is 
insufficient. Some inverters have a built-in battery 
charger that will recharge the battery bank whenever 
power is applied from an AC generator or from the utility 
grid (if the batteries are not already charged). This also 
means that an inverter can be a complete emergency 
backup system for on-grid power needs (just add 
batteries). 


A backup battery charger doesn’t have to be built into 
the inverter. Separate chargers are, in some cases, 
superior to those built into inverters. This is especially 
true in the case of low switching frequency inverters, 
which tend to require an oversized generator to 
produce the full rated charge current. 


The specifications that relate to battery charging 
systems include maximum charging rate (amps) and 
AC input power requirements. The best chargers have 
two or three-stage charge control, accommodation of 
different battery types (flooded or sealed), temperature 
compensation, and other refinements. 


Be careful when sizing a generator to meet the 
requirements of an inverter/charger. Some inverters 
require that the generator be oversized (because of low 
power factor, which is beyond the scope of this article). 


Be sure to get experienced advice on this, or you may 
be disappointed by the results. 


Quality Pays 

A good inverter is an industrial quality device that is 
proven reliable, certified for safety, and can last for 
decades. A cheap inverter may soon end up in the 
junkpile, and can even be a fire hazard. Consider your 
inverter to be a foundation component. Buy a good one 
that allows for future expansion of your needs. 


Your Final Choice 

Choosing an inverter is not a difficult task. Define where 
it is to be used. Define what type of loads (appliances) 
you will be powering. Determine the maximum power 
the inverter will need to handle. Is the quality of the 
power critical? Does size and weight matter? The 
inverter selection table will help you to determine what 
type of inverter is best for you. 


Your next step is to learn what inverters are available 
on the market. Study advertisements and catalogs, or 
ask your favorite dealer. It is best to listen to 
professional advice, and to purchase your equipment 
from a trained and experienced dealer/installer. | hope 
this article helps you make the right choice. 


Access 

Windy Dankoff, Dankoff Solar Products, Inc., 2810 
Industrial Rd., Santa Fe, NM 87505 « 505-473-3800 
Fax: 505-473-3830 * info@dankoffsolar.com 
www.dankoffsolar.com 


Phoenix Composting Toilet System 


Odorless * Waterless * Large Capacity 
Low Energy Requirements * Owner-Friendly 


Advanced Composting Systems 
195 Meadows RD 

Whitefish, MT 59937 

Voice: 406-862-3854 

Fax: 406-862-3855 
phoenix@compostingtoilet.com 
www.compostingtoilet.com 


Sunergy Systems, LTD 

Box 70, Cremona AB TOM ORO 
Voice/fax: 403-637-3973 
sunergy@telusplanet.net 

In British Columbia: 

Voice: 250-751-0053 

Fax: 250-751-0063 
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REAILWUJA RTC EANIGROGN 
RENEWABLE ENERGY 
cal LL. 4g ji Se Cy 7 Jr a a! @J 
with the EXPERTS 
An Instructional Video Series 

on the Basics of Residential Renewable Energy 
Residential Solar Electricity $39, 95 I 
with Johnny Weiss, 48 min. each 
Johnny Weiss is one of the founders 
and teachers at Solar Energy 
International, in Carbondale, CO. 
Residential Wind Power 
with Mick Sagrillo, 63 min. 
Mick Sagrillo has installed and 
repaired over 1,000 wind turbines. 


Residential Microhydro Power 
with Don Harris, 44 min. Don Harris 
has designed and manufactured over 
1,000 microhydro power plants. 
Batteries with Richard Perez, Editor 
in Chief and founder of Home Power magazine. 

Solar Water Pumping with Windy Dankoff, 59 min. Windy 
Dankoff has been designing and installing solar-powered water 
pumping systems for 15 years. 


Add $5.00 shipping for international orders 


Home Power, Inc., PO Box 275, Ashland, OR 97520 


toll free im USA: 800-707-6585 © 541-512-0201 
ses Fax: 541-512-0343 a 
Web: www. homepower.com iin, 


The Book on 


Solar 
Cookers 


Back by Popular 
Demand 


ma Asecond edition, 
“= fully updated 
| and revised. 
Includes: 


¢ Ahistory as well as a who’s who in the 
solar-cooking movement 


¢ Guidelines for designing your own cooker 


¢ Plans for building the SunStar cooker 
with salvaged and inexpensive materials 


¢ Tips and tricks for cooking with the sun 
With 200 Photographs & Diagrams 


S75 Call Home Power Publishing 


Outside USA add 800-70 77-6585 


$5 for air shipping Outside USA 541-512-0201 
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Electric 


Home Power, PO Box 520, Ashland, OR 97520 


Install by Night—Power by Day 


On Black: $15, or Camo: $18 
International orders add $5 for air shipping 
Call, see our web site, or send check or money order 
800-707-6585 (541-512-0201 Outside USA) 
www.homepower.com 


Ava ila ble Now! Only $25 (outside USA add $10 for air-mail shipping) 


THE NEW 


ELECTRIC VEHICLES 


A Clean & Quiet Revolution 
by Michael Hackleman 


Journey into the world of conversions, 
scratchbuilts, human-electrics, solar cars, 
electrathon racers, planes & boats—all powered 

with electricity. 


272 pages of EV technology, 465 photographs 
(over half in color), and detail on 65 vehicles. 
Includes 115 technical design and construction 

sidebars. 
To order Call: 300-707-6585 
Outside USA call 541-512-0201 Fax: 541-512-0343 


or write to: 
Home Power Publishing 
PO Box 275 e Ashland OR 97520 


100% Cotton 
Good Shirts! 


\ 


Sizes: 
S,M,L, XL, XXL 


Full Color 
on Natural Shirt 


$15.00 
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Bi chioping ow 
fo Order Call: 600-707-6585 
(541-512-0201 Outside USA) 
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www.homep 
Blois ol 
ars 


Or send check or money order to: 
Home Power Magazine 
PO Box 520, Ashland, OR 97520 ha! 
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“The man who on his trade relies 


7 Home Power's 


Must either bust or advertise.” 
Sir Thomas Lipton — 1870 


Display Advertising 
Advertising Rates per Consecutive Insertion 


Single Three Six Ad Area 
Insertion | Insertions | Insertions | sq. in. 

Full Page $1,500 | $1,350 | $1,275 64.1 
Half Page $840 $756 $714 32.1 
Third Page $600 $540 $510 21.4 
Quarter Page $471 $424 $401 16.0 
Sixth Page $334 $300 $284 10.7 
Eighth Page $268 $241 $227 8.0 
Twelfth Page $188 $169 $159 5.3 


Four process color (CMYk) in any sized 
advertisement is a flat rate of $185 per insertion. 
For inserts, and current subscriber/circulation 
demographics, please call us. 


Home Power is published bi-monthly. The ad 
deadline for the June / July 2001 issue (HP83) is 9 
April 2001. Call 530-475-3179 for further details. 


International Home Power Subscriptions 


Due to the high cost of international mailing, we 
charge more for Home Power international 
subscriptions. 


1 YEAR (6 issues) INTERNATIONAL RATES: 
All payments in U.S. currency ONLY! 


Canada: Air— $36 Surface — $30 
Mexico: Air — $38 Surface — $30 
Western Hemisphere: Air—$40 Surface — $30 
Europe: Air— $53 Surface — $30 
Asia and Africa: Air— $64 Surface — $30 
Pacific Rim: Air— $64 Surface — $30 


Surface shipment may take up to three months. All 
international issues are shipped in mailing 
envelopes. International subs are best paid for by 
either VISA, MasterCard, or funds from a U.S. bank. 


Call: 541-512-0201 
Fax: 541-512-0343 


International orders: 


MicroAds 


MicroAd rates are 15¢ per character. Characters 
include numbers, spaces, and punctuation. $20 
minimum per insertion (includes both print and web). 
Send a check with your ad. We do not bill MicroAds. 


Home Power magazine for Resale 


Quantities of Home Power magazine are available 
for resale by distributors, newsstands, bookstores, 
energy businesses, and others. Please call, email, or 
write for rates and shipment specifics. 


Back Issues of Home Power magazine 


Back issues through #20 are $3.25 each ($4.25 
each outside USA) while they last. Sorry, no more 
issues #1-12, 14, 15, 35, 36, 38, 40, 41, 59-61, 
63-67. Back issues of #21—45 are $4.75 each 

($6 each outside USA). Back issues #46—current 
are $5.75 each ($7.25 outside USA). Back issues 
are shipped First Class mail. See the ad index for 
current Home Power back issue specials. Issues 
#1-42, 43-60, 61-70, & 71-76 on CD-ROM for $29 
each (US$32 outside USA) Win/Mac/Unix. 


First Class Home Power Subscription 


Get 6 issues of Home Power magazine via First 
Class U.S. Domestic Mail for $36. Many of you have 
asked for faster delivery, so here it is: First Class 
Home Power. All First Class issues shipped in an 
envelope. We start your subscription immediately 
with the current issue. 


Second Class Home Power Subscription 


Get 6 issues of Home Power via Second Class U.S. 
Domestic Mail for $22.50. Second Class can be 
forwarded for one issue (2 months), so let us know 
immediately if you move! We start your sub with the 
next scheduled issue, so please allow ten weeks for 
your first copy to arrive. 


ACCESS ‘™ Home Power, PO Box 520, Ashland, OR 97520 USA 


800-707-6585 or 541-512-0201 Subscriptions and Back Issues 


530-475-3179 Advertising and Editorial - www.homepower.com 
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TOP SECRET 


GUERRILLA SOLAR: 
The unauthorized placement of renewable energy 
on a utility grid. 


GUERRILLA SOLAR DEFINED: Energy is freely and democratically provided by nature. This century’s 
monopolization of energy by utilities both public and private threatens the health of our 
environment. Solar guerrillas believe that clean renewable energy should be welcomed by utilities. 
But utilities and governments continue to put up unreasonable barriers to interconnection, pushing 
common citizens to solar civil disobedience. 


Guerrilla systems do not endanger utility 
line workers (see HP71, page 58). They 
share clean, renewable energy with others 
on the utility grid, and reduce the need 
for polluting generation plants. When 
interconnection for small-scale renewables 
becomes fair, simple, and easily accessible 
to all, there will be no more need for 
guerrilla action. 


PROFILE: 0014 


DATE: January, 2001 

LOCATION: Somewhere in the USA 
INSTALLER NAME: Classified 
OWNER NAME: Classified 
INTERTIED UTILITY: Classified 
SYSTEM SIZE: 120 watts of PV 
TIME IN SERVICE: 9 months 


Closer to the inspector’s headquarters than most, this guerrilla solar-electric system is located 
in the heart of one of the largest metropolitan areas in the U.S. It consists of two 60 watt 
Solarex panels wired in series to a 100 watt Trace Microsine intertie inverter, converting the DC 
electricity to AC. 


The inverter is skillfully wired to a handy extension cord, which is plugged into the wall outlet. 
Voila! A grid-intertie system, simple and easy to install. Notice the homemade frames on the 
panels, which had a short past life in an R&D lab as test panels. Now they live happily on the 
roof of our shed, sending their electrons to the utility grid. 


This small solar-electric system is symbolic in relation to the total electrical energy use it 
offsets, but it is a concrete step we’ve taken to living sustainably in the city. As renters, it’s 
hard to do big house alterations to change the way we live and decrease dependence on the 
environmentally destructive and wasteful infrastructures set up for us. But it’s not impossible. 


We can greatly reduce the electricity we consume. And solar-electric panels can be installed on 
shed roofs (out of sight of conservative landlords), or attached like planter boxes outside the 
windows of your house or apartment. 


We’re guerrilla energy producers, and also guerrilla energy savers. Our house is fully equipped 
with a greywater system. We re-use our shower water in the garden. This saves water stolen from 
dammed up river ecosystems, fosters water consciousness, and also removes the “waste” water from 
the evils of city wastewater treatment plants. At these plants, which consume vast quantities of 
electricity, the water is dosed with chemicals before being discharged. By saving water and 
returning it to nature’s cycles, we’re taking another step away from the environmentally 
destructive infrastructure so much of our lives are tied to. 


Love, 


The Revolutionary Photovoltaic Front (Frente Revolucionario Photovoltaico) f 
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The Return of the 
PV BULK BUY 


Let’s get together and buy a megawatt or two 


www.solarsolar.com 


Ready to buy PV now? Expert information and better than best prices on 
quality PV modules, inverters and complete systems. For details visit our 
web site at www.solarsolar.com or email joeldavidson @solarsolar.com 

or send a self addressed stamped envelope to: SOLutions in 

Solar Electricity, P. O. Box 5089, Culver City, CA 90231 or IPP 
call Toll Free 1-877-OK SOLAR (877-657-6527) MEMBER 


WINVE 


: Cliff Mossberg 


©2001 Cliff Mossberg 


Part | — Basic Principles 


Though the climate of Belize is hot and humid, residents can use various passive techniques 
to create a cooler, more comfortable living environment. 


uch of my early adult life was 
spent homesteading in the 
Alaskan bush. Winters are the 

predominant force there, and like most 
others in a northern or temperate zone 
climate, my main concern was keeping 
my living space warm. My location 
colored my entire world view. It never 
occurred to me that in some places in 
the world, the problem was to stay cool. 


Most of the residents of the United States have similar 
problems of perception. Because of this necessary 
emphasis on heating, there is not a lot of information 
available on alternative methods of cooling. In 1980, | 
was fortunate enough to “retire” to the Central American 
country of Belize where | routinely encountered 
temperatures in the eighties and nineties, and humidity 
in the upper 30 percent of its range. 95°F (35°C) at 95 
percent humidity will quickly draw your attention to the 
need to cool down. 


In the United States and most other industrial nations, 
cooling is dealt with by refrigeration. Air conditioners are 
predominantly powered by electricity, which is usually 
produced by burning fossil fuels. Affluence allows us to 
condition our living space using an expensive fuel of 
convenience. Most “third world” nations only allow this 
luxury to the very well-off. Where grid power is available 
in Belize, it costs 25 cents per kilowatt-hour. This is far 
too expensive for the average person to use for cooling 
on a regular basis. 


Cooling for the Humid Tropics 

Over the years, I’ve studied the problem of low energy 
input cooling in the tropics worldwide. There are two 
very different environments that demand solutions to 
the cooling problem. Hot, arid landscapes may require 
cooling as much as hot, humid areas, but the principles 
used to address the two problems are quite specific. 


In this series of articles, | will try to pass on what | have 
learned about using sun, wind, and the basic principles 
of heat transfer to create a comfortable living 
environment. | am specifically targeting the humid 
tropics, but many of the principles | will discuss are 
relevant to arid areas as well. | will emphasize passive 
techniques here—things that can be done without using 
any technically derived energy to move heat, or 
techniques using devices to control heat flow 
automatically. 


This will be a multi-part article. In the first part, | cover 
the basic principles of heat transference, and try to 
explain how they interact and what type of effects they 
produce. Later, | will discuss materials and 
environmental factors. Also, | will specifically apply the 
basic principles to building design and construction. 


Heat Fundamentals 

Heat is the motion of molecules in a substance. The 
hotter the temperature, the more energetic the motion 
becomes. There is no such thing as “cold”’—there is 
only more or less heat. Cold is our own subjective 
reaction to a condition of too little heat for the body to 
be in its comfort zone. 


This is an important concept because there is no one 
perfect temperature at which we are all comfortable. 
The human comfort zone depends on several factors, 
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Methods of Heat Transmission 


Transmission Transmission 


Method Mechanism Medium 
Radiation Electromagnetic 
radiant energy medium 
Conduction | Molecule to molecule Any substantial 
mechanical transference | material in contact 
Convection | Physical relocation of Usually movement 


a heated substance of a heated fluid 


not least of which is the human acclimatization to the 
specific environment we live in. 


While temperature is proportional to the energy of 
vibration in molecules of a substance, heat quantity is a 
measure of the numbers of these molecules and the 
temperature at which they are vibrating. A large pan of 
boiling water has more heat in it than a small one does, 
even though they are at the same temperature. 


As matter heats up, the molecules move farther apart— 
they expand. Thus for the same volume of matter, there 
are fewer molecules if the material is hotter. This means 
that the same volume of our hypothetical material 
weighs less per unit volume when it is hot and more 
when it is cold and dense. This is true of solids, liquids, 
and gasses that are unconfined. 


Three Modes of Heat Transfer 

There are three ways that heat can be transferred 
between a source and a receiver body. They are 
radiation, conduction, and convection. 


They all accomplish the task of imparting heat energy to 
a receiver body, and they do so in proportion to the 
difference in temperature between the sending source 
and the receiving body (called “delta t” and written 
“At’—A means “the change in”). The higher the 
difference in temperature between a heat source and a 
heat receiver, the faster heat will flow into the receiver 
and the faster its temperature will rise. 


Radiation 

When we talk about the electromagnetic spectrum, all 
we’re talking about is “radio” waves—waves of 
magnetic energy that can propagate through a vacuum 
in space, thus transferring energy from the sun, stars, 
and galaxies to our earth. We are familiar with AM radio 
and the higher frequencies of FM radio and TV, but the 
radio spectrum contains many other waves of much 
higher frequencies. Visible light is a series of radio 
waves that our bodies can detect directly. 


Other frequencies such as infrared (lower in frequency 
than visible light), ultraviolet (above the frequency of 
visible light), and x-rays (very, very high frequency) are 
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Vacuum or transparent | Any direction, line 


Cooling 


undetectable by the 
human eye. Yet these 
frequencies _ transfer 
energy as surely as the 
visible light frequencies, 
and we are affected 
directly by them. Infrared 
radiation from the sun 
produces the feeling of 
heat on our skin when the 
sun’s. rays hit us. 
Ultraviolet radiation causes sunburn, and x-rays can kill 
or mutilate our body’s cells. 


Direction of Heat 
Movement 


of sight from source 
Any direction into 
material in contact 


Usually upward, 
unless forced 


Infrared radiation is the vehicle of heat transference that 
is most important to life on earth. It is heat radiation 
transmitted directly to the earth by the sun. It is one of 
the principles that allows a woodstove or a bonfire to 
radiate heat that warms at a distance. 


Visible wavelengths can be converted to infrared 
radiation when they fall on an absorptive surface, such 
as a roof or a photovoltaic panel. The energy in these 
light waves is absorbed by the surface, causing 
heating. This heating in turn causes re-radiation from 
the absorber as heat, or infrared light. This is the 
reason hot water collector panels are self limiting in 
their efficiency. The collector panel heats up the water 
until the water re-radiates as much energy back to the 
sky as it takes in. At this point, there is no further gain in 
collection of radiant energy possible. 


A roof heats up in the sun’s rays until it re-radiates 
infrared heat energy down into the house as well as out 


Heat Transmission through Radiation 


Radiant Heat: 
Energy in wavelengths that 
travel through through glass, 
air, and even a vacuum 


Sunlight 


Window 


Becomes heat when 
energy excites 
molecules of object 
in its path 
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Solar Incidence at Various Angles 


45° to sun’s rays: 
71% of rays 
intercepted 


60° to sun’s rays: 
87% of rays 
intercepted 


75° to sun’s rays: 
97% of rays 
intercepted 


90° (perpendicular) to 
Panel width 


100% of rays intercepted 


71% of 
panel width 


30° to sun’s rays: 


Ciptaleiit 50% of rays intercepted 


sun’s rays: 
: No rays 15° to sun’s rays: 
intercepted 26% of rays intercepted 


into the air. If the ceiling has no barrier to radiant 
energy, this radiation will heat up the ceiling surface, 
which in turn will re-radiate the heat directly into the 
living area of the structure. Radiant energy is the 
principle vehicle for moving heat in a downward 
direction into a structure. 


Effects of Solar Incidence 

There are several factors that affect the ability of a 
surface to absorb or radiate infrared energy, and one of 
the most important is the angle at which the radiation 
hits the absorbing surface, known as the angle of 
incidence. If you want to absorb energy at the 
maximum efficiency, radiation should fall on a collection 
surface that is exactly perpendicular to that radiation. 


The diagram above shows a variety of panel angles in 
relation to the sun's rays. When the panel is 
perpendicular to the sun's rays, the most energy is 
intercepted. When the panel is set at 45 degrees to the 
sun's rays, only about 70 percent of the available 
energy is captured. 


Absorption & Reflectance 

Another factor that affects the amount of radiation 
converted to thermal energy on a hypothetical earth 
“panel” is the color and texture of the surface. This is so 
fundamental to our experience that the concept is 
understood intuitively. Dark surfaces absorb heat and 
energy, while light surfaces reflect them. Rough 
surfaces absorb energy, while smooth surfaces reflect 
it. What is not so intuitive is that colors and textures that 
absorb energy well, also radiate energy well. 


Absorbtance Characteristics 
for Common Building Materials 


Surface Solar Absorptance 
Asphalt Shingles 
Dark 95% 
White 75% 
Rough Wood 
Dark 95% 
White 60% 
Smooth Wood 
Dark 90% 
White 50% 
Glazed or Enameled Surfaces 
Dark 87% 
White 37% 
Stucco 
Dark 90% 
White 50% 
Unpainted Brick 
Dark 85% 
White 65% 
Concrete Block 
Dark 95% 
Unpainted 77% 
White 55% 


Reflective metallic foils take advantage of this. They are 
actually conductors, but when specifically engineered 
into buildings to control radiant energy, they are as 
much as 95 percent effective at blocking radiant energy 
absorption. They are also very resistant to re-radiating 
absorbed energy. 


To be this effective, a radiant barrier must be installed 
with an air space on one or both sides of the material. 
Its mirror surface will then reflect any infrared energy 
rather than absorbing it and conducting it as heat. 


Conduction 

Conduction is the most intuitively understood mode of 
heat flow. For conduction to occur, materials must be in 
contact with each other. For example, imagine a copper 
bar one foot long, two inches wide, and half an inch 
thick (30 x 5 x 1.3 cm)—a rather substantial piece of 
copper. If we support this bar, and place a candle or a 
Bunsen burner under one end, the bar will slowly heat 
up from one end to the other. Soon the whole bar will 
be too hot to touch. Heat is being transmitted by 
conduction throughout the bar. 
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Thermal Conduction 


Conductive Heat: 
Excited (hotter) molecules heat the molecules in contact with them 


Heat Source 


What is happening here is that the heat source is 
exciting the molecules in the copper to vibrate more 
enthusiastically, becoming more and more energetic as 
the temperature increases. As these copper molecules 
pick up physical motion from the heat energy, they 
continuously “bump” into the molecules next door. 


This physical disturbance imparts energy to the 
adjacent molecules, causing them to increase their 
vibrational energy—they warm up. Heating progresses 
down the bar, away from the heat source, until the 
whole bar has reached a state of equilibrium based on 
the amount of heat supplied by the source. 


Conductive Heat Flow 

Radiant energy is one of the loss factors that draws 
heat from the bar. Another factor that allows the bar to 
lose heat is conduction to the medium surrounding it. 
This is a loss by physical contact with the fluid—air— 
surrounding the bar. 


Different materials will move heat at different rates. 
Based on these rates, materials are classified as 
“insulators” if they retard the flow of heat, or 
“conductors” if they facilitate the movement of heat. 
These are far from absolute definitions. Most insulators 
are designed to retard heat flow in conduction, but there 


Materials and their Conductivity 


Material Conductivity (Conductance)* 
Copper 220.000 
Aluminum 122.000 
Steel 25.000 
Concrete 0.600 
Water 0.350 
Brick, red 0.270 
Rubber, soft 0.100 
Wood, pine 0.070 
Corkboard 0.025 
Rock wool 0.023 
Air 0.014 
Vacuum 0.000 


“BTU per hour per sq. ft. per degree per foot thickness 


Cooling 


are some exceptions such as metallic foil radiant 
barriers. 


Air can be either an insulator or a conductor. For 
example, air is used as an insulator to slow down the 
transmission of heat in homes. It is the “dead” air space 
in fiberglass batt insulation that does the work. But air is 
also a cheap and relatively effective conductor of heat 
in electric motors, vehicle cooling systems, and many 
other applications. So while it is important to 
understand how material properties affect heat flow, 
you should also realize that these properties can be 
applied in many ways to achieve an engineering goal. 


Boundary Layer 

In conduction, heat flows through a substance because 
of tangible physical interaction between molecules. 
These same forces allow heat to flow between any 
substances that are in contact with one another. The 
boundary where one substance stops and another 
begins (between the copper bar and the air, for 
example) is known as the interface. Heat flow across an 
interface can be complicated by factors that are not 
obvious. The first of these factors is the variable rate of 
conduction by different materials. The second factor is 
the mobility that a fluid has, which results in convective 
flow. 


Conductive heat flow is impeded when a fluid such as 
air is in contact with a heated surface such as a wall. 
This impediment is caused when a layer of stagnant air 
is changed in temperature and density by heat moving 
across the interface. The air in the layer next to the wall 


Conduction through a Boundary Layer 
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will heat up more that the air some distance away. 
When this situation exists, the change in temperature 
(At) between the warm wall and the warm layer of air is 
reduced. This cuts back on heat flow. 


The existence of the boundary layer and its removal is 
the essence of “wind chill.” This is when it feels colder 
than the real ambient temperature because of the extra 
heat loss when the wind blows away the boundary layer 
around our bodies. This is undesirable when we are 
trying to keep warm, but very desirable when we are 
trying to cool down. 


The conductivity of any material can be measured and 
quantified so that the relative qualities that make it an 
insulator or conductor can be examined in absolute 
terms. The conductivity table lists some materials and 
their conductivity. Even without knowing how to use the 
“soup” of units with which these materials are labeled, it 
is obvious that copper has a very high conductance 
value (220), while air is very low (0.014). 


Convection 

In its most generic form, convection involves the 
movement of heat by transporting some hot substance. 
Convective heat movement is usually associated with 
the movement of fluids. There are two common forms 
of convection—’forced” and “free.” In forced convection, 
power is used to move a heated fluid from the source of 
heat to the heat destination. Vehicle radiator type 
cooling systems and hot water or hot air home heating 
systems are common examples of this. 


Since we are interested in heat flow that occurs without 
any energy input from us, we will be concentrating on 
free convection to move our heat. Free unpowered 
convection happens due to the difference in density or 
molecular concentration per unit volume that occurs 
when a fluid is heated. 


Molecular Density & Weight 

The same volume of material weighs less per unit 
volume when it is hot and more when it is cold. Thus a 
“cold” (less hot) fluid packs more matter into the same 
volume than the same amount and type of fluid when it 
is heated. 


The practical result of this change in density is that a 
hot fluid, being lighter, will “float” on a colder fluid. 
Conversely, a cold fluid will move downward under the 
pull of gravity until it finds the lowest level possible. 
These are dynamic processes. The fluid actually 
physically flows from one position to the next as its 
thermal status changes. Such flow results in the 
movement of heat. 


If you put your hand over a heated stove burner, you 
can feel air rising off the burner. A hot air balloon 


Thermal Convection in a Fluid 


Warmer Air 


Updraft 


Downdraft 


Colder Air 


depends on the change in density between the hot air 
inside the balloon and the cooler air outside it to rise 
into the sky. On a warm summer day, the lake you swim 
in will have a warm layer at the top and cooler water 
underneath. These are all examples of fluid movement 
caused by a change in density that causes convective 
heat to rise. 


Convection is the movement of the heat rather than the 
movement of the fluid. But the two are inexorably 
intertwined, so much so that we also call the fluid 
movement convective flow. 


Stratification & the Greenhouse Effect 

Hot air flows up; cold air flows down. This causes 
several familiar effects such as stratification. The warm 
water on the lake surface in the example above is a 
case of stratification. Water in the lake is heated by 
sunlight and rises to the top level, where it cannot go up 
any farther. Here it forms a layer. It gives off some of 
the sun-induced heat to the air above it, becomes more 
dense, and eventually sinks again. 


Depending on the amount of solar energy available, this 
convection loop will stabilize so that approximately the 
same amount of water is constantly heated, rises, gives 
off its heat, and sinks back into the cold depths. Thus 
solar heat is moved from the lake to the air. 


The conversion of visible light energy into re-radiated 
radiant energy contributes to what is called the 
“greenhouse effect.” That’s the label for the tendency of 
heat to build up in a greenhouse so that the air inside is 
much warmer than ambient outside temperature. 
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This happens because glass that is transparent to 
visible light waves impedes the re-radiation of infrared 
wavelengths. The trapped radiation heats the structure, 
fixtures, and air inside the building. This heated air is 
trapped inside the greenhouse by the glass (probably 
causing stratification), and cannot move the heat away 
by convection. 


Chimney Effect & Boundary Layer Disturbance 
Convection directly affects the comfort of our living 
space, and even the clothes that keep us warm. It also 
affects the boundary layer, which is made up of 
stagnant air that acts like an insulator. 


If the At between the ambient air and the boundary 
layer is anything but zero, the boundary layer will 
attempt to rise or fall of its own accord, inducing 
convective heat flow. This can be the boundary layer 
around our own warm bodies on a cool day, chilled air 
flowing down a cold windowpane to create floor drafts 
in a dwelling, or heat rising off the inside of a solar 
heated wall. 


Another convective phenomena commonly 
encountered is the “chimney effect.” In most furnaces, 
exhaust gasses exit the combustion process under the 
influence of convection. The heated gasses are lighter 
than the ambient air, so they rise up the chimney, 
pulling air into the furnace or stove through cracks or 
through a controlled draft regulator. The hotter the flue 
gasses and the longer the chimney (within limits 
imposed by conductive heat loss), the faster the gasses 
will exit, so the stronger the gas column flowing up the 
chimney will be. Most stoves and furnaces would simply 
not work if this convective flow was not possible. 


This chimney effect is not limited to chimney flues. It 
can be used in a building as a tool to move hot air out 
of the living space. The rising hot air can be supplied by 
solar energy. The resultant air movement is used to 
induce whole house ventilation where it might otherwise 
be difficult to achieve passively. 


Wind as a Heat Mover 

Under the right circumstances, warm lake water will 
heat the cooler air above it, inducing another fluid 
convection cell in the air. This air is heated, rises, cools, 
and circulates back down to the surface to be heated 
again. This process is much the same as the drafts 
settling off a cold window. It is much greater in volume, 
and we call this movement wind. Anything that can 
affect the heating of the air mass is important. 


Wind is our ally. We have limited ourself by definition to 
creating comfort passively in our living environment. We 
have cut ourselves off (or been cut off by 
circumstances) from the use of highly concentrated 
fossil fuel derived energy. Yet to move heat around to 


Cooling 


our advantage, it takes energy—sometimes large 
amounts of it. Wind is the one source of energy readily 
available to us that can do this job. 


The differences in reflectance of the earth’s surface is 
important to heat absorption wherever we are. Black 
basalt rock will absorb more solar energy than light 
silica sand. A farmer’s pasture will absorb less heat 
energy than the concrete streets and building walls in a 
city. This brings us back to the basics of material, 
surface texture, and color. 


We don’t usually think of something like a parking lot 
affecting natural breezes. Yet such a man-made feature 
can have a vast effect on the microclimate that we are 
subjected to in our living spaces. A large black parking 
lot will absorb a lot of solar energy. This solar energy 
will be transmitted into the soil through conduction, re- 
radiated into the surrounding environment as radiant 
heat, and will heat the air above it, which can then rise 
convectivly. 


This convective flow may induce local breezes where 
there would be none, or it may disrupt natural wind flow. 
The radiant energy will distribute itself outward from its 
source to all the surrounding areas adjacent to the lot, 
causing local heating and possibly destroying any 
benefits a locally induced breeze might produce. 
Conductive heating of soil will create a reservoir of heat 
that will continue to radiate to the surroundings long 
after the ambient air temperature should have become 
naturally cooler. All three factors as well as terrain and 
vegetative cover are interactive and each affects the 
other. 


Humidity & Evaporation 

No discussion of wind and weather would be 
comprehensive without understanding the role of 
humidity and evaporation. Wind and weather are 
formed as part of a large heat cycle driven by solar 
energy. One of the principle forces acting on this cycle 
is the addition or subtraction of heat through 
evaporation. 


It takes one BTU (British thermal unit) to raise the 
temperature of one pound of water from 211 to 212°F 
(99.4 to 100°C), but 970.4 BTUs are needed to turn it to 
steam at 212°F. Those 970.4 BTUs are known as latent 
heat, measured under standard conditions of one 
atmosphere of pressure at sea level. 


Water does not have to boil to absorb this latent heat. It 
will slowly evaporate at room temperature, requiring the 
same latent heat. Evaporation requires heat, and this 
heat, coming from surroundings, cools the environment 
considerably. The heat taken in or given off as this 
process occurs creates a very complicated thermal 
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dance in everything from deserts to hurricanes. 


Cooling 


Unless it is artificially dried, air contains water vapor 
suspended in molecule-sized droplets. The amount of 
water air can hold is determined by its temperature and 
density. Hot air can hold more moisture than cold air. 
So that there will be some common point of reference 
when talking about air moisture or humidity, figures for 
the water content are given as “relative humidity.” 


Relative humidity measurements are given in the 
percent of moisture that air holds relative to its 
maximum possible moisture content at a given 
temperature. The range runs from O percent for 
absolutely dry air to 100 percent for air that holds as 
much moisture as is physically possible. This is known 
as the saturation point. Anything greater than 100 
percent relative humidity will lead to free water 
condensing out of the air as mist, fog, clouds, rain, or 
snow. 


The amount of moisture that air can absorb under any 
condition is dependent on temperature and the amount 
of moisture it already contains. Thus air measuring 70 
percent humidity can only absorb the equivalent of the 
remaining 30 percent moisture capacity. The lower the 
air humidity, the more potential moisture the air can still 
absorb. 


The more moisture that can still be absorbed, the more 
potential there is for heat removal through evaporation. 
By evaporating moisture into the air as humidity, cooling 
can be produced. And the more moisture that can be 
absorbed, the more efficiently you can cool with 
evaporation. Humidity bears directly on the creation of 
the human comfort zone, since the body depends on 
evaporation through perspiration to rid it of excess heat. 


Vegetative Cover 

The black surface of an asphalt parking lot is a very 
good absorber of thermal energy. The dark green 
surface of vegetation is also a good absorber of thermal 
energy, yet the plants cool their microenvironment. How 
can this be? 


Plants are designed to effectively trap solar energy. But 
instead of absorbing light and producing heat, they 
produce plant sugars through photosynthesis. Much of 
this solar energy has no chance to be turned into 
excess heat. It is directed to the plants’ needs instead. 
Because of this, the use of green foliage to block 
sunlight striking a building is very effective. The 
advantage of such shade is obvious when it comes 
from trees, but the use of vining plants on trellises 
covering roofs and walls also works effectively to lower 
temperatures. 


One of the products plant leaves give off is water vapor, 
a vegetative “breath” that is transpired from pores in the 


leaves. Transpiration is the process of taking in gasses 
(mostly COz) and sunlight, and giving off oxygen and 
water vapor. This evaporating water absorbs heat from 
the leaves and the surrounding air, cooling the local 
microclimate. The combination of transpiration and 
evaporation is called “evapotranspiration.” 


Local Breezes 

Transpiration can also play a significant role in local 
breeze generation. The figure on the facing page is a 
scale cross section of the Barton Creek valley where | 
lived in Belize. The east side of the valley and the 
adjacent hill was cleared for pasture when the original 
settlers moved in. It is covered with low bushes and a 
dense fern covering that is locally called “tiger bush.” It 
faces squarely into the afternoon sun, and the rate of 
vegetative transpiration is poor. 


The west side of the valley was too steep to be cleared, 
so it is mostly covered with undisturbed jungle canopy. 
Direct morning sun hits this slope and is cooled by the 
vegetation, but late in the afternoon when the east 
slope is hottest, this west slope is taking the indirect 
(non perpendicular) sun’s rays and is cooled still further. 
Air is heated on the east slope and rises, while it is 
cooled on the west slope by the tree canopy and sinks 
down into the valley. 


The net result of this differential movement is a strong 
afternoon breeze that blows straight across the valley in 
the hot dry season, contrary to the direction of the 
prevailing Caribbean trade winds. The existence of 
such a wind is completely counterintuitive, but very 
much appreciated because it is much more local and 
intense than the prevailing breeze. This illustrates how 
much significance local and regional factors, both 
natural and man-made, can have on ventilation and 
heat flow. 


Terrain such as hills or mountains can act as deflectors 
to re-route prevailing winds, either creating a wind 
shadow or augmenting wind velocity. Up to a point, 
when you are trying to get cool, more is better, so 
astute selection of a house site with an emphasis on 
maximizing (or minimizing) local wind is important. A 
good site for wind will provide the energy needed to 
deal with uncomfortable temperatures either passively 
or actively. 


Human Heat Physiology 

In spite of any surplus heat from the environment, the 
body must maintain an internal temperature very close 
to 98.6°F (37°C). There are a great many mechanisms 
that we have evolved to effect this precise temperature 
regulation. All three mechanisms for transferring heat 
are at work—radiation, conduction, and convection. In 
addition to those three, the body also uses 
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Localized Winds in the Barton Creek Valley of Belize 


Cooling 


Prevailing Winds 
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perspiration—shedding excess heat through the latent 
heat of evaporation. 


The high relative humidity typically encountered in the 
humid tropics (around 95-98%), will severely interfere 
with the ability to lose heat through evaporation. The air 
is already saturated and cannot hold more moisture. 
This is the great difference between a hot humid 
environment and a hot arid environment. 


Where the humidity is low, the body has the cooling 
mechanism of evaporation at its disposal and the low 
air moisture considerably increases the efficiency of the 
process. This makes the designer’s job much easier in 
such an environment. 


Since | am targeting passive cooling in a hot humid 
climate, my emphasis will be on techniques for the 
humid tropics and subtropics. For those readers who 
are fortunate enough to have dry desert conditions as 
their design criteria, | direct you to two books by the 
Egyptian architect Hassan Fathy. These books are 
superb, clear, well illustrated, and relatively non- 
technical. 


Acclimatization 

When | moved from Alaska to Belize in 1980, | was 
adapted to the subarctic environment of interior Alaska. 
Winter temperatures plunged to -60°F (-51°C) routinely, 
while summers were “oppressively hot” at 80°F (27°C). 
| could work in shirtsleeves at 35 to 40°F (1.6—4.4°C) 
and be comfortable. 


400 500 600 700 800 900 1000 1100 1200 
In five years in Belize, the coldest temperature | ever 
encountered was around 55°F (13°C). The typical high 
temperatures were 75 to 80°F (24—27°C) in winter, 90 
to 95°F (32—35°C) in the wet season, and 95 to 108°F 
(35—42°C) in the hot, dry season. Getting used to these 
temperatures so that my body could regulate itself was 
difficult. | acclimated about 80 percent in the first year, 
and by the end of year two, | was 90 to 95 percent 
acclimated. | never reached 100 percent in the five 
years | lived there full time. 


If you live in Phoenix, Arizona where the temperatures 
go to 125°F (52°C) in August, and you are used to a 
72°F (22°C) air-conditioned environment, you will never 
acclimate to the heat because you are not forced into it. 
But if you are out in the heat as it gradually increases 
over the spring and summer, you will find yourself 
growing accustomed to an environment that would have 
seemed impossibly hostile before. If you are acclimated 
to the local climate, whether hot or cold, it will take 
much less energy input to remain in the comfort zone 
under adverse conditions. 


The Comfort Zone 

The comfort zone is defined as those combinations of 
conditions of humidity, temperature, and air motion 
under which 80 percent of the population experiences a 
feeling of thermal comfort. In temperate zones, this is 
from 68 to 80°F (20-—27°C), and 20 to 80 percent 
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humidity. 


Cooling 


Different conditions can redefine this zone of comfort. 
Air motion or breeze can extend it to almost 98 percent 
humidity and 90°F (32°C). Evaporative cooling can 
extend the highest comfort temperature up to 105°F 
(41°C) at lower humidities. High thermal mass (such as 
rock or concrete) acts like a thermal flywheel, remaining 
cool into the day, and warmer at night than ambient air. 
Thermal mass alone can extend the comfort zone up to 
95°F (35°C), while thermal mass cooled by nighttime 
ventilation can extend this zone all the way up to 110°F 
(438°C). Combinations of techniques are even more 
effective. 


Evaporation (Perspiration) & Air Motion 

At higher humidity and temperature, most of the excess 
body heat is lost through perspiration. Air motion can 
increase the boundaries of the comfort zone up to 98 
percent humidity. This boundary would be 80 percent in 
still air. 


Research with a large sample of people shows that 
comfort can be maintained at 100 percent humidity and 
82°F (28°C), if air velocity across the skin is maintained 
at around 300 feet per minute. This is the approximate 
velocity of a good ceiling fan on high speed. At lower 
humidities (50 percent or less), temperatures of around 
90°F (32°C) are comfortable at this velocity. Because of 
this relationship, the designer’s goal is to create or 
preserve air velocity in the dwelling whenever possible. 


A breeze blowing against our bodies removes heat 
through two mechanisms—convection and latent heat 
transfer. When convection occurs, the skin heats the air 
and this heated air is carried away by the breeze. With 
latent heat transfer, perspiration evaporates, soaking up 
heat from the skin in the process. Moving air aids the 
process of evaporation at higher humidities, as well as 
removing the boundary layer on the skin. This dead air 
layer acts as an insulator to block thermal transfer from 
the skin to the air. 


The boundary layer also blocks evaporative transfer 
from the skin to the air. This layer heats up and reduces 
the At between the skin and the air, slowing down heat 
exchange. It also absorbs moisture from the skin, but is 
unable to immediately pass this on to the surrounding 
air. The boundary layer thus rises in humidity, reducing 
the difference in humidity between the skin and the air. 
This slows down skin evaporation and the exchange of 
heat to the air. Air movement shifts this boundary layer 
of warm, moist air, allowing the skin to come in contact 
with drier, cooler air that can cool more efficiently. 


Summary 

In Part 1, ve taken a look at the basic principles 
governing the movement of heat, and tried to give you a 
feel for the way these forces interact with the 


environment. We’ve looked at comfort, and found that 
the experience of thermal comfort is largely subjective 
to the individual. 


In the next article, | will move from the general to the 
specific. I'll try to apply these principles of thermal 
design to the goal of creating a comfortable, passively 
cooled house in the Barton Creek valley of tropical 
Belize. 


Access 
Cliff Mossberg, PO Box 16, Kasilof, AK 99610 
907-262-6098 « attara@gci.net 


Resources for Further Study: 

Building for the Caribbean Basin and Latin America; 
Energy-Efficient Building Strategies for Hot, Humid 
Climates, Kenneth Sheinkopf, 1989, Solar Energy 
Research and Education Foundation, 4733 Bethesda 
Ave. #608, Bethesda, MD 20814 « 301-951-3231 
Fax: 301-654-7832 * plowenth@seia.org 
www.seia.org 


Air Conditioning: Home and Commercial, Edwin P. 
Anderson and Roland E. Palmquist, Theodore Audel & 
Co., a division of Howard W. Sams & Co., Inc., 
Indianapolis, Indiana, 1978. Any library should have a 
comparable book on air conditioning that will treat this 
subject thoroughly. 


Architecture For the Poor, 1973; and Natural Energy 
and Vernacular Architecture, Principles and Examples 
with Reference to Hot Arid Climates, 1986, Hassan 
Fathy, both published by The University of Chicago 
Press, Chicago. These books can be hard to find. | was 
able to locate them through my regional inter-library 
loan program and have them brought to my local library. 
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Solar Power 
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Complete Personal Power Pack 
Portable Power and Light 
AC/DC 24-hours per day 


Camping ¢ Boating ¢ RVs 
Emergency * Home Power 
Field-work ¢ International Missionary 
Disaster Relief 


Includes everything you need 
for Portable Power & Light 


¢ High-Efficiency Solar PV Panel: 
folding, monocrystalline-20watts 
8 Watt DC Lamp: very bright-with 
prewired 12V plug 
12 VDC Plug: Up to 12 amps! 
Portawattz Power Center: with 
sealed, maintenance-free battery 
(18 Ahr) 
Indicators: charge-controller and 
battery state-of-charge, 24-hour 
availability 
AC Inverter: 2 AC plugs, run 
appliances up to 300 watts 
continuous, 120 VAC, 60 Hz 
Pre-wired & Tested: to give you 
portable plug-n-play personal 
power 
Plug in AC Recharger: to charge 
from any 120 VAC outlet 
All packs into a backpack: 
(included) for ease of deployment 
and use in-the-field 


Order Toll Free! 
Call 866-244-5815 


Solardyne Corporation 


503-244-5815 * Fax 503-244-8360 
www.solardyne.com ¢ info@solardyne.com 


Unmatched 


Features * Performance * Quality * 6 Year Warranty 


Prevertrr. Im: 


Invertrix®.. Bringing you inverter/ charger technology 
light years ahead of the competition! 


©2000 and 2500 Watt Models 
100 Amp 3 Stage Smart Charger 
All Features are User Programmable/S electable 


LCD Remote Panel comes standard and displays: 
AC RMS Amps/Volts/Frequency 
DC Amps/Volts/Battery Gauge 
Status Messages 
23 lines of User Programming data 


36 FET's Provide Unmatched.. 
Surge Rating 
Conversion efficiency 
Power Factor Handling 


UL/CSA LISTED 


Gl). 


LISTED’ 
9901367 


M arine Grade Circuit Breakers 
Toll Free Tech Support 

6 Year Limited Warranty 
Made in USA 


Lowest idle current 
Equalize Charging 

Stainless Hardware 
Powder Coat Paint 
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Larmisel Lintrother 


The optional TS -1 runaealtrs Temperature 
Sensor extends battery life by allowing 
you to program separate high and low 
temperature charging parameters. 


The optional GC-1 GenSet 

Controller provides fully auto- 

matic power management by 

automatically starting and 

stopping your generator when 
we your battery(s) are discharged 
* and recharged to user selec- 

= table levels. 


Shopping? Please visit invertrix.com or call 
800 536-4900 for a color brochure to learn 
why Invertrix is the best choice for your new 
yacht, coach or off grid home! 


Distributor, Dealer and OEM inquiries are invited. 


© °T ; : 
Ve Toll Free: 800-536-4900 Web: trix. 
EI In ertrix, Nic. Phone: 805-642-7184 email:info@invertrix.com 
2259 Portola Rd., Ventura, CA 93003 


Invertrix is a registered trademark of Invertrix, Inc. Invertrix, Inc. is a subsidiary of Connect Systems, Inc. 
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©2001 Shari Prange 


The hybrid Honda Insight looks like any other car on the outside—but it’s very different on the inside. 


hat has four wheels, a lot of 
batteries, and isn’t an electric 
car? Answer: a hybrid car. 


A hybrid car is an attempt to have the best of both the 
internal combustion and the electric vehicle worlds. We 
are suddenly hearing more about them because the 
major auto manufacturers and the media are telling us 
that hybrids are the next hot thing. 


For the manufacturers, hybrids mean they don’t really 
have to give up the gasoline-powered engines that they 
so dearly love. For the most part, the major auto 
manufacturers never wanted to build pure electric cars 
anyway. When pushed into a corner, they produced a 
few hundred of them, made customers run an 
unprecedented gantlet of restrictions to get them, and 
then discontinued them and declared them failures 
while dealers still had long waiting lists of disappointed 
would-be electric car drivers. (Author’s note: This 
reflects the somewhat cynical opinions of this writer, 
which are not necessarily those of Home Power staff 
and management.) 


Having taken away the toy we really wanted, 
automakers are now trying to distract us with another 
toy that’s “almost the same thing, only better.” Despite 
my somewhat jaundiced view of this maneuver and 
what it means for pure electrics, | have to be fair and 
admit that a hybrid electric vehicle (HEV) is a valid 
concept, and has a useful place in the public fleet. 
There are different types of hybrids, with different 
strengths and weaknesses. Let’s take a look at just 
what hybrids are, and what they mean to the average 
driver. 


What Is It? 

A conventional vehicle is powered by a traditional 
internal combustion engine (ICE) burning a fuel such as 
gasoline. Gasoline has a relatively high energy density, 
so a Car can carry enough of it to drive two or three 
hundred miles. Then the car is refueled by pouring 
more gasoline into the tank, a simple task requiring only 
a few minutes. 


An electric car uses batteries to power an electric motor 
to drive the wheels. This system is much more efficient 
in the use of energy (and much cleaner and quieter). 
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However, it is much less efficient at storing energy, so 
the car can only travel fifty to a hundred miles before 
needing a recharge. The recharging process takes 
several hours, unless an expensive and very high- 
powered charging system is used. 


A modern commercial hybrid has both a gas-powered 
engine and a battery-powered electric motor working 
together to drive the car. It sacrifices some of the clean, 
quiet simplicity of a pure electric to gain the range and 
quick-fueling features of a gas car. This is a valid 
compromise. Although a pure electric car could handle 
the vast majority of the typical driving done in this 
country, there are situations that require something 
more. For some people, particularly those living off-grid 
in a remote area, a pure electric is just not a viable 
option. For those situations, a hybrid is certainly a 
better choice than a pure gas car in many ways. 


Series, Parallel, or Both? 

There are different types of hybrid configurations. In the 
series hybrid, the internal combustion and electric 
systems operate in a single drive system. The gas 
engine runs a generator, which charges the batteries, 
which power the electric motor, which drives the car. 


The main problem with this type of system is that it 
takes a very large engine and generator package to put 
out enough power to keep the batteries topped off. It 
usually isn’t possible to get such a system into a home 
conversion. With a smaller ICE system, driving drains 
the batteries faster than the generator can charge them. 
The gas engine extends the range a bit, but not a lot, 
and at some point you still have to stop and plug in for a 
few hours. 


In the parallel hybrid system, the 
gas engine and electric motor work 
side-by-side, and both of them 
actually drive the wheels of the car. 
This system can be designed so 
that the car is a pure electric most of 
the time. A flip of a switch allows it to 
draw on the gas engine only when 
extra power is needed, or when the 
batteries are tired. 


The problem with this type of 
system is that it is bulky, complex, 
and expensive. You must fit two 
entire drive systems into one 
chassis, and control and coordinate 
both of them. 


A third type of hybrid combines 
these two systems—sort of a hybrid 
hybrid. This is the type of system 
used in the Toyota Prius and Honda 
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Insight. Sometimes the gas engine drives the wheels of 
the car. Sometimes it charges the batteries. Sometimes 
it does a little of both at the same time. 


Both ICE engines and electric motors have some 
modes of operation that are most efficient, and other 
modes that are less efficient. When either one is 
expected to cover a full range of driving conditions, its 
efficiency will vary. By using both systems’ strengths to 
complement each other, each can operate more 
efficiently. It’s possible to get away with a smaller 
engine, generator, battery pack, and motor combination 
than either a straight series or a straight parallel system 
would require—or a pure gas or pure electric car. 


What’s Available? 

The hybrid concept does not lend itself well to home 
hobbyist conversions. The kinds of components needed 
to build an effective hybrid just are not readily available 
off the shelf, so hobbyists have to make do with 
components that weren’t really designed for the job. 
Home-built hybrids tend to be crowded and noisy. In 
addition, they may put out many times more pollution 
than a standard gas car, and have not much more 
range than a pure electric conversion. But with the 
resources of a major manufacturer to design from 
scratch, a hybrid can be a very nice machine. 


The major auto manufacturers are currently switching 
their efforts from pure electrics to hybrids. The most 
striking difference between the two is not technology, 
but marketing. A year ago, there were more than half a 
dozen pure electric vehicles on the market. However, 
most were only available to fleets. Of those available to 


Under the hood of the series-parallel hybrid Insight, 
made by the Honda Motor Corporation. 
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mere mortals, most were only offered by lease, and you 
could count on your fingers the cities in which they 
could be found. 


In addition to qualifying financially for the not- 
inexpensive leases, prospective customers had to meet 
unique requirements, such as owning their own homes, 
and living within a specified mileage of the leasing 
dealership. And if you went to the companies’ Web sites 
in search of these cars, you often found their pages 
hidden away in obscure corners, full of puffery and 
short on facts. 


By contrast, the two hybrids currently on the market are 
offered for sale or lease at dealerships across the 
country, just like “normal” cars. If you go to the 
manufacturers’ Web sites, you will find them listed 
beside all the other standard models, with complete 
specs. Both of these cars come from Japanese 
manufacturers. This is no surprise. Once again, Tokyo 
leads the way, and Detroit reluctantly follows. 


While the two cars are both hybrids, they are the 
products of different design philosophies. We'll take a 
look at the details of both of them, starting with the 
Honda Insight this issue, and the Toyota Prius next 
time. 


Honda Insight 

The Insight was the first hybrid electric vehicle 
introduced in the United States, making its American 
debut just before the Toyota Prius, in the summer of 
2000. The Insight is a two-door, two-passenger coupe, 
so it is suitable for singles or couples, but would only 
work for a family as a second car. Its manufacturer’s 
suggested retail price (MSRP) starts at US$18,880, 
which is a little less than the Prius. This is not a 
profitable retail price for Honda, nor will the company 
disclose what sales price would yield a normal profit 
margin. Instead, the Insight is regarded as a learning 
experience and an investment in the future. 


The ICE system uses a small three-cylinder 73 hp 
engine. The engine was deliberately reduced in size to 
yield high fuel economy. The engine was also designed 
to use VTEC variable valve timing to burn fuel more 
completely, which increases its fuel economy and 
lowers emissions. Unlike a standard gas car, the engine 
in the Insight is turned off completely when the car is 
standing still at a stoplight, coasting downhill, or 
braking. It does not waste fuel or create emissions by 
idling unnecessarily. 


The electric motor is a 10 KW brushless DC permanent 
magnet motor, which is very small for a passenger car 
motor. For comparison, the typical brushed series DC 
motors in conversions are 25 KW or more at the same 
rpm. The permanent magnet type of motor can be very 


efficient within its optimum rpm band. The motor also 
doubles as a generator. During deceleration, 
regenerative braking uses the car’s momentum to 
generate electricity to recharge the batteries. 


In a hybrid like the Insight, the overall system can be 
optimized so that the motor spends most of its time 
working in its most efficient mode. The motor draws its 
power from a pack of 120 nickel metal hydride (NiMH) 
cells of 1.2 volts each. The battery pack is rated at 6.5 
amp-hours at the 20 hour rate, as compared to 230 
amp-hours at the 20 hour rate for the typical lead-acid 
batteries in conversions. 


The car is available with two choices of transmissions— 
either a 5-speed manual, or a continuously variable 
transmission (CVT). The CVT is a type of automatic 
transmission that constantly changes gearing to 
maintain optimum efficiency. To the driver, it feels like 
driving in one gear at all speeds. 


The Insight’s overall drive system is called “Integrated 
Motor Assist” (IMA), which reflects the design 
philosophy behind the car. Unlike the Prius, which 
operates in pure electric mode when appropriate, the 
primary driving force in the Insight is always the gas 
engine. It starts up immediately when you depress the 
throttle. In fact, the electric motor and battery pack 
system in the Insight is not capable of moving the car 
by itself. The car can, however, be driven with the 
electric motor disabled, although at a reduced level of 
performance. 


The Insight is a gas car with an electric motor assist. 
The idea is that most gas cars have much more engine 
capacity than they need most of the time, but they have 
to have it available for those few times of peak power 
demand. (This is true for pure electrics, too.) The rest of 
the time, this excess capacity is simply excess 
baggage. 


Honda chose to design a small efficient engine that is 
the proper size for most of the car’s needs. Then it 
added a small electric motor to give a boost for those 
times when more power is needed. Since the motor 
never has to move the car by itself, it can be only as big 
as it needs to be to supply that added power for the 
engine. In fact, it’s a tiny thing, less than 2.5 inches (6.4 
cm) thick, placed between the gas engine and the 
transmission. 


The Insight also features an all-aluminum frame, 
making the entire vehicle weigh in at a feathery 1,878 
pounds (852 kg). The result is a car with very high gas 
mileage and low emissions. The EPA rating for the 
Insight is 61 mpg (26 km/l) in city driving and 68 mpg 
(29 km/l) on the highway. The Insight is rated as an 
ultra low emissions vehicle (ULEV) with a manual 
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transmission, and a super ultra low emissions vehicle 
(SULEV) with the CVT option. 


Driving the Insight 

When you start the car, both the gas engine and the 
electric motor come to life. Normally, the electric drive 
motor also acts as the starter motor for the gas engine. 
However, if the battery pack is too low, an auxiliary 
conventional starter motor starts the engine using the 
auxiliary battery. 


As you begin to accelerate, both the electric motor and 
the gas engine will be providing power to the wheels of 
the car. This is also true under other high load 
conditions, such as climbing a hill. In this situation, the 
motor is acting as a motor, not a generator. 


Conversely, if you are decelerating, the motor acts as a 
generator to put electricity back into the battery pack. 
This process creates drag, which is used to assist in 
slowing the car down. The entire system—recharging 
the batteries and decelerating the car—is known as 
“regenerative braking,” often shortened to “regen.” 


While this is happening, the gas engine is also “turned 
off,” in the sense that it is not burning any gasoline. 
There is a pretty complex set of criteria for determining 
exactly when the gas engine is shut down, and whether 
it is a “fuel cut” shut down or an “idle stop” shut down. 
In general terms, the gas engine only shuts down when 
the car is coasting, braking, or stopped. There are 
some other criteria, however, which override those and 
will Keep the engine running even in those conditions. 
For example, the engine may keep running if the 
battery pack state of charge is low, if the engine is not 
yet warmed up, if the air conditioner is operating, or in 
stop-and-go traffic when you leave it in gear. 


When the car is cruising, only the gas engine is driving 
the wheels. The electric motor acts as a generator, 
recharging the battery pack as needed. The motor also 
supplies electricity to the car’s accessories via a DC to 
DC converter to step down the voltage, and a 
conventional 12 V battery. Eliminating the conventional 
alternator reduces the load on the engine, leaving more 
energy free to drive the wheels. 


Pros & Cons 

So how does the Insight compare to a pure electric 
such as the Honda EV Plus, or a home conversion? 
The biggest difference, of course, is fueling. The Insight 
is fueled in a few minutes by using an ordinary gas 
pump. A home conversion can be charged from any 
ordinary outlet, while manufactured EVs like the EV 
Plus must use a special charging station. However, 
either of these pure electric vehicles will require several 
hours to fully recharge once the pack is depleted. 
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Some people feel gas refueling is “easier” simply 
because they are used to doing it. And gas stations are 
common no matter where you go, while access to EV 
chargers, or even ordinary outlets, is less available 
when you are away from your home base. On the other 
hand, pure EV drivers feel that recharging is easier 
because you can do it at home. You don’t have to make 
a detour or extra stop in your travels, and you don’t 
have to wrestle smelly gas nozzles. Simply plug it in 
when you get home at night, and unplug it in the 
morning. So convenience is in the eye of the beholder. 


The Insight certainly has either type of pure EV beat for 
range before refueling or recharging. If you need to 
drive farther than a pure EV can go, this may be the 
option for you. It will also outshine conversions for 
performance and amenities, but the EV Plus can hold 
its own on both of those counts (if, of course, you are 
lucky enough to get a lease for one). 


The Insight will perform better than a conversion in 
severe cold as well, since the NiMH batteries are less 
subject to reduced capacity due to low temperatures 
than lead-acid batteries. The battery pack costs about 
the same, although it is much smaller in capacity than 
the typical lead-acid pack in a conversion. However, 
since it uses NiMH batteries, and they are never deeply 
discharged, it is guaranteed for eight years, compared 
to a four-year cycle life for lead-acid batteries in a 
conversion. By contrast, the pack of NiMH batteries in 
the EV Plus costs dozens of times as much, but since it 
is included in the lease, replacing it is not an issue for 
the user. 


In fact, the biggest drawback to the Insight is not based 
on economics, performance, or user friendliness. The 
biggest drawback is environmental. In the end, the 
Insight is still a gas-powered internal combustion car. 
The electric system is secondary to the ICE system, not 
an equal partner. The car is still firmly connected to the 
petroleum umbilical cord, with all its attendant issues of 
pollution and unstable supply. This is not creating a new 
automotive paradigm. It is simply reducing the negative 
aspects of the existing paradigm. 


Whether the Insight is a good thing or a not-so-good 
thing depends on what you are comparing it to. If you 
are able to meet your driving needs equally well with 
either a pure electric car or the Insight, and the deciding 
factor for you is environmental, the pure electric is the 
preferred choice. 


But as | said at the beginning, in some situations, a 
pure electric just can’t cut the mustard. Perhaps you 
live off-grid, and can’t swing an energy system big 
enough to power both your house and a car, or you live 
a long way from anywhere and halfway up a mountain, 
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or your work requires a lot of driving. This is not pure 
EV country. If your reality dictates choosing between an eae 
Insight and a conventional gas car, the Insight is AT LESS THAN 
certainly the winner. im HALF THE 


Another point is that most American households have 
more than one car, and one of them is often used only 


for local driving. If this is your situation, perhaps your ™ Were $1499... 

i . . a 7" * 
local car could be a pure electric, while the Insight could h Now $699!!! 
handle your longer range needs. FF, plan obrig erg mad ed ef bere: amearribiy. 
| have only brushed the surface of the Insight’s rs ® Feets fike a “bionic bike’ 
technology in the space available here. If you are i. MA etal ye ear Sa 


, d : for hills, winds...or speed! 
interested in more details, there are a couple of very 


good Web sites listed below. Next time, we'll look at a 
slightly different hybrid option in the Toyota Prius. 
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www.honda2001.com/models/insight 
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(888) | electroportal.com 


Our website has free information on "Using a battery 
monitor to help maintain your battery system, conserve 
energy and troubleshoot problems." the triMetric T-2020 


For beginning or intermediate level, our website 
explains the basics of "volts", "amps", and "amp-hours' 
for people who are new fo electricity. We have 
information on maintaining your batteries and hints on 
minimizing your generator usage. The website also 
describes how the TriMetric measures the energy 
content of your batteries. We list complete TriMetric 
instructions, information on shunts, and trouble- 
shooting meter installation problems. Some files are in 
"Adobe Acrobat" format. Or mail us $1 for postage 
and we'll send you (the old fashioned way!) the 
information on "Using a battery monitor...” 


BOGART E NGI N E E RI N G Measures: battery volts, amps, % full (based on 
19020 Two Bar Road, Boulder Creek, CA 95006 amp-hours), battery lifetime total amp-hours, 
highest and lowest battery voltage, days since 
(83 1 ) 338-06 1 6 fully charged, and days since equalized. Mounts 

in standard "double gang" box (optional). 


www.bogartengineering.com Under §200 including shunt. 
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High performance rated 
Rugged, lasting construction 


Ea 


hardware for any tilt 


SACC OG-100 certified, 


Low Profile Roof or 
Ground Mount UniRace 


A Complete Product Line 
in all Styles and Sizes 


From 5w to 1500w 
on a single UniRac 


Call or Email Today 
for the New 2001 
UniRac Sizing Chart 
& Price List 


-= 
NERA ¥ 
INC. 


2300 Buena Vista SE, Suite 134 
Albuquerque, NM 87106 
Phone: 505-242-6411 
Fax: 505-242-6412 
Email: info@unirac.com 


SPECIAL BLOW OUT SALE! 
Solarex MSX 120 
$549 each 


Check out our other alternative energy products! 


CALL TOLL FREE 888-305-0278 
www.cetsolar.com 
Your Complete System Specialists 


Creative Energy Technologies 10 Main St., Summit, NY 12175 


Helix Pump Station 
Powers solar hot water heating 
systems In direct water circulation 
or in glycol systems. Handy heat 
exchange package available with 
thermosiphon on the water side 
for cold climates. 


Helio-Pak 16 
Heat exchanger appliance 
extemal to tank and for use 
with any tank. Compact, 
modular, easy to install, its 
also available with solar 
powered pumps for ramote 
locations. 
SRCC 06-300 system 
certified. 

Sensible Technology since 1976 


HELIODYNE, INC. 

4970 Seaport Ave., Richmond, C CA $4804 
Tel: 510-237-9614 = Fax: 510-297-7018 
e-mail: info@heliodyne.com 

web: www. heliodyne.com 


+ 12V-50, 100, 200 Amp 

+ 24V-25, 50, 100 Amp 

+ 38-64 Ibs. 

+ Overload Protection 

+ Regulated Output 

+ Safety On/Off Switch 

+ Extended run LP option 
available-some models 

+ OHV engine option 
available-some models 

+ We also make a high 
quality OHV, all copper 
winding, brushless, 
3KW AC generator, 
120V or 120/240V 
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Prices 
Start at 


1346 W- 4008S, Albion, IN 46701 
Phone 219-636-2099 
www.epowerchargerboosters.com 
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Electric Vehicle 
Battery Layout and 
Interconnection 
Mike Brown 


What do you mean when you say, “connect the 
batteries in a series string,’ and how do | do it? 


Tec 


©2001 Mike Brown 


In the last part of my three part series on battery racks 
and boxes, | briefly mentioned connecting the batteries 
in series. | also said that it would be nice if the most 
positive and most negative terminals of the string end 
up at the place where the cables need to come out of 
the box. This article will explain the process in detail. 


Defining Terms 

The place to start is defining the terms “series” and 
“parallel” as they apply to battery hookup. In a series 
hookup, the positive post of one battery is connected to 
the negative post of the next battery, and so on until all 
the batteries are hooked up. The positive and negative 
terminals that are at each end of the string are called the 
most positive and most negative terminals of the string. 


The total voltage of a series string is equal to the 
voltage of an individual battery times the number of 
batteries in the string. A typical electric vehicle (EV) 
battery string uses sixteen 6 volt batteries, so the total 
string voltage is 96 V. The amp-hour capacity of the 
string is equal to the capacity of one of the batteries in 
the string. 


In a parallel hookup, all the positive terminals in the 
string of batteries are hooked together and all the 
negative terminals are hooked together. The total 
voltage of a parallel string is equal to the voltage of one 
of the batteries in the string. The amp-hour capacity of 
the string is equal to the amperage capacity of the 
individual battery times the number of batteries in the 
string. In a normal electric car conversion, we need to 
use a series string of batteries to achieve high enough 
voltage for highway speeds. 


Placement of Terminals 
The batteries we use are composed of individual 2 volt 
(nominal) cells arranged in groups of three in a 6 volt 


battery, groups of four in an 8 volt battery, or groups of 
six in a 12 volt battery. The number of cells determines 
the placement of the battery’s terminals. The 6 volt 
battery has an odd number of cells (three), and has its 
terminals on the diagonal corners of the battery. The 8 
volt battery and the 12 volt battery have even numbers 
of cells (four and six respectively), so they have their 
terminals on the opposite ends of the same side of the 
battery. 


As we discussed in the previous articles, the physical 
layout of the batteries is pretty much determined by the 
space available in the car or truck we are converting. 
Now we have to orient the batteries in the battery box 
so that their terminals are in the best position to be 
interconnected in series. 


The first thing to determine is which side and which end 
of the battery box the most positive and most negative 
battery cables have to exit. The location of the holes in 
the box for these cables should be at a place that is 
closest to the next battery box or component that the 
cables are going to. It is important to avoid long cable 
runs, partly because of the internal resistance of the 
cable, but mostly due to the cost of the cable. Make 
sure that you have room between the battery box and 
the body of the car for the cables to exit without sharp 
bends. 


Planning on Paper 

Once the locations of the cable holes have been 
determined, you can start to arrange the batteries in the 
series string for that box. Since this is often a trial and 
error process and batteries are heavy and hard to 
move, this task should be done on paper. 


To make building this paper battery pack easier, | have 
scale drawings of the batteries we use. There are 
enough batteries on a sheet to lay out a 144 volt pack 
of that type of battery. All the terminals and filler holes 
are shown in their proper location and orientation. If you 
would like some of these sheets, write or email me. Be 
sure to tell me which battery you want—6, 8, or 12 volt. 


Cut out the individual batteries. Get a piece of paper big 
enough to hold all the batteries you are going to use, 
and a stick of removable glue. Now you're ready to start 
building your string. 


Draw an outline that matches the size and shape of 
your battery box, so you can see how the paper 
batteries will fit. Starting with the rear battery box, place 
the first battery in position with the positive terminal 
against the side or end of the box that you have chosen 
for the cables to exit. This positive terminal is the most 
positive terminal of this battery pack. Use a little glue 
from the glue stick to hold the paper battery in position. 
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Voltsrabbit Battery Pack Layout 


Rear of car 


Bee 


Fuse: LKN 500 amp 


@ 


Main Positive ) 


Main Negative 


Fuse: LKN 500 amp 


Batteries: 6 volts each, 
total pack voltage of 96 V 


CH) 


i 
LS) 2+ ole 


Front of car 


Install the next battery in the string in its place, with its 
positive terminal positioned to allow it to be connected 
to the first battery’s negative terminal. It is important 
that the interconnect—the cable or strap that connects 
the two battery terminals—doesn’t run over the tops of 
the battery filler caps, interfere with other terminals, or 
cross over other interconnects. Continue placing the 
paper batteries in this manner until you have filled the 
box. The negative terminal of the last battery is the 
most negative terminal of this battery pack. 


GoPower 


Cable Entry and Exit Points 

Just as the number of cells in a battery determines 
where the terminals are on the lid, the number of rows 
of batteries in a battery pack has an effect on where the 
most positive and most negative terminals are located 
in the pack. A single row of batteries hooked up in 
series will have these terminals at the ends of the row. 
A long cable running along the top of the batteries or 
outside the box will be necessary to bring the most 
negative end of the string out of the pack on the same 
side or end of the box as the positive end. 


Two rows of batteries can be interconnected at the 
opposite end of the pack. Continue the series hookup 
so that the most negative terminal is located on the 
same side of the box as the most positive. The amount 
of space required for a three or four row box makes 
them rare, but hooking the rows in series can be done 
with a little thought and cable. 


Work with your paper batteries until you get a layout 
that suits you. Repeat this process with the remaining 
boxes. This is the time to pay attention to the placement 
of the cable holes in the boxes for the most efficient 
cable run to the next box or component. 


At this point, you have two or three separate battery 
packs hooked together in a series circuit, with a most 
positive and most negative terminal for the total 
combined pack. You will also find that one of these 
terminals is at the end of the rear pack and the other is 
at the end of the front pack. | prefer to have the most 
negative end of the series in the front of the car. This 
makes a short connection between it and the controller, 
which is located at that end to be close to the motor. 


Which side of the front pack the most negative 
connection exits from will depend on the exact location 
of the controller. A little work with the paper batteries 
should bring these two connections as close to each 
other as possible. The most positive side of the circuit 
can then be brought to the front of the car (and to the 
area of the circuit breaker, main contactor, and 
controller) by means of a long cable from the rear. 


We now have a battery pack laid out on paper. We 
were careful to position the batteries so that the 
interconnects between them didn’t interfere with other 
parts of the batteries or each other. We positioned the 
most positive and most negative terminals of the 
separate battery packs to minimize the length of cable 
runs. We brought the most negative battery pack 
terminal close to the controller. Now it’s time to connect 
these batteries to each other. 


Terminal Types 
The first step of the interconnection process must be 
taken before you order the batteries. This is deciding 


Home Power #82 « April/May 2001 


101 


GoPower 


Battery Terminal Types 


SS 
© 
Cz 


Universal 


Automotive 


which type of terminal you want on the battery. There 
are three types of terminals available for the golf cart 
batteries we use: the automotive terminal, the universal 
terminal, and the “L” terminal. 


The automotive terminal is the one that most of us are 
familiar with—a round tapered post sticking out of the 
top of the battery. When used with the automotive-style 
cable end, its large contact surface combined with an 
almost 360 degree clamping action makes for a good 
reliable connection. The drawback of the automotive 
post is the cable end itself. The cable ends for #2/0 
(67 mm2) cable are large and bulky. This makes it very 
difficult to build an interconnect for two batteries that 
have their terminals close together. The other problem 
with automotive-style cable ends is the expense, which 
is US$4 to $5 each, times twice the number of batteries 
in your pack. 


Another choice, the universal terminal, is an automotive 
terminal with a 5/16 inch (8 mm) threaded stud sticking 
vertically out the top of the post. The theory is that a 
cable can be attached to the battery with an 
automotive-style cable end (see above) or with a 5/16 
inch cable lug over the stud. The cable lug-over-stud 
method works well in golf carts, where low amp draws 
permit lightweight #2 (33 mm?) cable interconnects. 
This is why ninety percent of the golf cart batteries sold 
have universal terminals. 


However, in the road-going EV where 400 to 500 amp 
momentary draws are common and heavy #2/0 
(67 mm2) welding cable is used for interconnects, 
problems arise. The terminal is subject to “cold creep.” 
This is a process by which lead will flow at room 
temperature while under pressure. This process is 
accelerated by the heavy cable interconnect, small 
contact patch (less than one half square inch (3 cm?)), 
heat from the high amp draws, and the split-type lock 
washer used to try to keep the assembly tight. 


All of this can result in a loose connection. The lead of 
the terminal deforms, and the stud creeps upward, 
relieving the tension on it. If you tighten the nut, the 
stud pulls out of the terminal a little more, and things 
get loose again. When a battery connection is left 


loose, resistance develops, and this causes heat. 
Under a high amp draw, a lot of heat is generated. The 
battery post melts, the series string is broken, and the 
car stops, hopefully without catching fire. 


In addition to the loose connection problems, the stud 
adds 1/4 inch (6 mm) to the overall height of the battery, 
which could become critical in a tight battery layout. 


The third (and best) terminal choice is the L terminal. 
On this terminal, the 1-1/8 inch (2.9 cm) square base is 
soldered to the battery post that comes up from the 
inside of the battery. The vertical arm of the “L” is the 
same width as the base, and is 1/4 inch (6 mm) thick. It 
also has a 5/16 inch (8 mm) hole through its center. 


This is the type of battery post that | recommend. Its 
large flat surface allows the entire flat end of the cable 
lug to make contact with the battery terminal, which 
leads to less resistance. The horizontal 5/16 inch hole, 
when used with the nuts and bolts provided with the 
batteries and some special low-tension washers, makes 
for battery connections that don’t loosen up on their 
own and cause problems. 


Copper Strap 

Now we move to a point further along in the conversion. 
You have bought the batteries, with L terminals, and 
installed them according to your paper layout. Now you 
have to build and install the interconnects. 


Normally, #2/0 (67 mm?) welding cable is used for the 
high current, high voltage traction battery interconnects. 
With copper lugs properly crimped to the cable, this is 
very safe and reliable. The drawbacks of the welding 
cable are bulk (with its insulation, it is 5/8 to 3/4 inches 
(16-19 mm) in diameter), lack of flexibility in short 
lengths, and the expense of the cable and lugs 
necessary to hook up a large number of batteries. 


| normally use copper strap to interconnect the batteries 
in my electric cars. This strap is 1 inch wide by 1/16 
inch thick (25 x 1.5 mm). | have a local sheetmetal shop 
shear copper sheet into the amount of 1 inch strap | 
need. We have used this on 500 amp, 144 volt EVs 
under racing conditions, as well as on cars that are 
driven daily in hilly terrain, with no problems. 


Attach the copper to an L terminal in the following 
manner. Place a 5/16 inch flat washer under the head 
of the battery bolt. Insert the bolt through the terminal, 
the copper strap, a low-pressure lock washer called a 
Belleville washer, and into the battery nut. The result 
will be a connection with a one square inch (6.4 cm?) 
contact area that will not loosen up on its own. 


| like the copper strap because the narrow cross- 
section of the straps greatly reduces their interference 
with battery holddowns fastened to the bottom of the 
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battery box lids. The only place | don’t use the strap as 
an interconnect is where the batteries to be connected 
are at different levels, as in the Voltsrabbit’s front pack. 


Building the Interconnects 

Working with the copper is relatively easy because of its 
softness. It is easily cut and drilled, and it can be bent 
by hand in a bench vise. To make the interconnects, you 
first need to make a model out of thin cardboard cut in 1 
inch (25 mm) strips. Bend the cardboard into the shape 
needed, and use the unfolded model to size and mark 
the bend points on the copper strap. 


Cut the copper strap to length, mark the bend points, 
and drill the 5/16 inch (8 mm) holes in the ends for the 
battery bolts. At the same time, cut a piece of 3/4 inch 
(19 mm) diameter shrink tubing long enough to cover 
the entire copper strap, not including the ends, where it 
makes contact with the battery terminals. | have found it 
easier to slip the shrink tubing over the copper strap 
before making the final bend. Use a heat gun to shrink 
the shrink tubing after the interconnect is bent to its 
finished shape. 


You will find that the interconnects come in four or five 
shapes, and that you will use several of the same one 
or two shapes in each battery pack. Find out how many 
of each interconnect you need for the whole car, and 
make them all in one production run. 


While you are making interconnects, be sure to make 
one fused interconnect for each separate battery pack. 
To do this, | take an interconnect and cut out a section 
from the middle that’s the same length as the fusible 
link. | mount the link—a 500 amp time delay fuse—in 
between the ends with nuts and bolts, and include a 1/4 
inch (6 mm) Bakelite block behind the link to give it 
some extra support. Be sure that the copper strap and 
the fusible link ends are in direct contact, and that the 
Bakelite block is behind them both, not between them. 
This little addition to the system can save you from 
disaster in case of a short. 


Cable Connections 

The #2/0 (67 mm2) cables that connect the separate 
battery boxes to each other, and connect the battery 
pack to the drive components, need some special 
attention. These cables should be secured to each 
other and the chassis at regular intervals. They should 
not, however, be pulled tightly over a sharp edge or be 
allowed to move slightly against a flat piece of the body. 
Over time, the insulation would wear through, causing a 
problem. 


The two cables that run from the rear battery pack of 
the car to the front pack should be held tightly together 
so that their electrical fields cancel each other out. This 
eliminates a source of electrical noise that might cause 
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problems with other parts of the car. We tape the two 
cables together into one bundle, along with several 
small gauge wires that also need to get from the back 
of the car to the front. 


Then, because the bundle has to run under the car, we 
run it through a piece of 1-1/2 inch (88 mm) diameter 
spa tube long enough to cover the wire bundle where it 
is exposed to the road. This is flexible PVC tubing 
available at sprinkler supply houses, used to plumb 
spas. The tube assembly is held to the chassis by 
brackets and hose clamps. The spa tube is not 
necessary if the cables and wires can be run through a 
protected space in the chassis of the car. Bundling 
them together is still a good idea for ease of handling 
and neatness. 


This is my fourth and last article explaining the steps 
needed to install and hook up the batteries, when 
converting a gas or diesel car or truck to electric power. 
| hope | have given a clear picture of how it is done. If 
you have further questions, or would like more 
explanation of some of the points, feel free to contact 
me. 


Access 

Mike Brown, Electro Automotive, PO Box 1113-HP, 
Felton, CA 95018-1113 » 831-429-1989 

Fax: 831-429-1907 « mike.brown@homepower.com 
www.electroauto.com im 


NEW ENGLAND 
SOLAR ELECTRIC, INC. 


401 Huntington Road, PO Box 435 
Worthington, MA 01098 
1-800-914-4131 
This is the most popular book for PV remote 


homes. It is written and published by 
New England Solar Electric Inc. 


“Best all around book on wiring your PV 
system.” 
Real Goods Sourcebook 


“Our favorite book for Do-It- Yourselfers.” 
— Windy Dankoff, Dankoff Solar Products 


$16.95 plus $3 PPS “This should become the bible for alternative 
(includes our $3 catalog) energy users.” 


Ken Cox, Trace Inverters 


Send $3 for our 80 page catalog and product guide 


Servel/Dometic Gas Refrigerators. Trace Inverters. Trojan Batteries. 
Siemens & Solarex PV modules, Osram Bulbs. Thinlite Fixtures 
Aquastar Hot Water Heaters. AIR 403 Wind Generators 


Best book, most user friendly catalog, 
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Renewable Energy Terms 


Circuit—Electrical Path 


lan Woofenden 
Derivation: From Latin circumire, to go around. 


©2001 lan Woofenden 


The derivation of this electrical term says it all. To be a 
circuit, it has to “go around.” Moving electrons do the work 
in what we call “electricity.” But they aren’t moving from 
point A (battery or utility power station) to point B (your 
loads) and stopping or being “used up.” They are moving 
in a circle through the source, to the load, and back to 
where they started again. (Yes, techies, I’m glossing over 
the distinction between DC and AC. Stay tuned.) 


To have an operable circuit, there needs to be not only a 
path from the energy source to the load, but a path from 
the load back to the source. Think of a circuit as a 
conveyor belt or a bicycle chain, moving the electrons 
that are part of the copper or aluminum conductor around 
and around in a big circle. Push the chain forward at any 
point, and the whole thing will start moving. 


An even better analogy for a circuit is blood flow in the 
body. The heart is like a battery or generator, and blood 
is like electrons being pumped around a complete circuit, 
doing the work of keeping the body cleaned and 
oxygenated on the way. 


One simple circuit uses a flashlight battery, two wires, 
and a flashlight bulb. Connect a wire from the positive 
end of the battery to the positive terminal on the bulb. 
Then run another wire from the negative terminal (usually 
the outer case) of the bulb to the negative end of the 
battery. You now have a complete circuit, and if there is 
energy stored in the battery, the bulb will light up. The 
electrochemical energy in the battery pushes electrons in 
the wires around the loop. 


If you disconnect one of the wires anywhere in this 
circuit, you’ll have what we call an “open circuit.” The 
electrons can’t flow, and the light bulb will go out. This is 
exactly what you do whenever you turn off a light switch 


in your house. You are opening the circuit, which makes 
it impossible for electrons to flow. 


Now imagine another scenario with our battery setup. 
Take the bulb out of the circuit, and connect the two wires 
that you removed from the bulb to each other. You now 
have a direct loop from the battery’s positive end to its 
negative end. This is called a “short circuit” (or “short”). 


| like to think of a load (the bulb in this case) as a valve 
that regulates the flow of electrons. Each load allows 
electrons to pass at a certain rate (we call it amperage). 
But if there is no load in the circuit, the only limitation on 
electron flow is the resistance of the wire and the voltage 
of the source. So all the energy in the battery tries to flow 
through the wires in a hurry. This often results in melted 
wires (or a fire burning your house down) and then an 
open circuit, or a fuse or breaker opening the circuit. 


Some basic principles govern circuits. Key among them 
are Kirchoff’s Laws. They state two key things: The 
voltage drops in a circuit are equal to the supply voltage, 
and for every electron that enters a part of the circuit, one 
electron leaves that part of the circuit. The electrons 
flowing around the circuit do not build up anywhere. It’s 
like water in a hose—you cannot compress the water. 


Voltage is similar to pressure. In your garden hose, some 
pressure is lost to the friction in the hose and to running 
the oscillating device in your sprinkler. Wires have some 
resistance too, and this reduces the voltage. Loads also 
present resistance to the source voltage. All the 
resistances in the electrical circuit make voltage drops, 
and these voltage drops will add up to the input voltage. 


Unlike your garden hose, an electrical circuit is a closed 
system. And electrons are not exactly like water. You 
won't be spilling electrons out on the floor if you cut open 
your lamp cord and hold it up to drain. As Kirchoff’s Laws 
state—electron in; electron out. 


It’s important to understand that the generator and 
battery are not making electrons. The electrons (charged 
particles) are already in the material of the wire. The 
generator and battery are just pumping the electrons 
through the circuit. Also, the load is not “using up” the 
electrons. They are doing work as they pass through the 
load, but just as many come out as go in. 


There are different types of circuits, and I'll be talking 
about them in upcoming columns. But they all have to 
allow electrons to flow in a complete loop. From simple 
flashlight circuits to complex industrial wiring plans, it all 
boils down to electrons “going around.” 


Access 
lan Woofenden, PO Box 1001, Anacortes, WA 98221 
Fax: 360-293-7034 « ian.woofenden@homepower.com 
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LAKE MICHIGAN 
WIND & SUN, Itd. 


WIND TURBINES 
SOLAR SYSTEMS 
WIND / PV HYBRIDS 
TILT-UP-TOWERS 
TOWER TOP ADAPTERS 
BLADES 
WIND MONITORING 
SYSTEM DESIGN 
1015 County Rd. U CONSULTING 
Sturgeon Bay, WI 54235 SERVICE 
920-743-0456 INSTALLATION 
fax: 920-743-0466 


info@windandsun.com 
www.wihdandsun.com, 


Funded in part by 


Focus ON 
ENERGY 


VLAAAA LAAAS 
OUR ZOTH YEAR OF PROVIDING RELIABLE, ENVIRONMENTALLY 
SOUND, RENEWABLE ENERGY SYSTEMS WORLDWIDE, 

FOR UTILITY INTERTIE AND REMOTE LOCATIONS. 


—s ° Things that Work! Digital Power 
"=" Model 4-1850 

= sil Home Power #67 - Meter 

Measures Watts 

& Watt-hours 

(kW-hr) 

Simple to use. 

Plug the Power Meter into any AC outlet, 


and plug the appliance to be measured 
into the Power Meter. That’s it! 


¢ Measure REAL (true) power | to 1850 Watts 

¢ Measure power used, | Watt-hr to 9999 kilo-Watt-hrs 
¢ Measure cost ($), just enter cost per Kilo-Watt-hr 

¢ Calculates average monthly cost 

¢ Easy to read 16 character LCD display 

¢ Find parasitic loads 

* Compare appliances for energy savings 


Other models available, please call for information. 


Performs the same functions as instruments costing $500-$1000! 
No other instrument on the market even comes close for this price! 


Only $149.55 ncyvisa/mo/check 


To order, call toll free 
421 Hilton Rd. 


Feo 8BB-433-6600 


For information only, call 207-549-3401 www.brandelectronics.com 
info @brandelectronics.com 


Brand Electronics 


Wind & Sun 


Serving customers around the world for over 20 years 


Partial list of manufacturers 
Astropower - Unisolar - Kyocera - Solarjack & Sunrise submersible pumps - Thin-Lite - Concorde AGM batteries - Siemens - Two Seas Mounts - Solarex 
Crown batteries - Rolls-Surrette batteries - Trace - Statpower - Morningstar - BP Solar - Shurflo pumps - Exeltech - TriMetric - Zomeworks 
Southwest Windpower - Solar Converters Inc. - Heliotrope - Delta Lightning arrestors - Dankoff solar pumps - Invertrix - and many others. 


Check our new online webstore at www.solar-electric.com for these and many other specials. 


Siemens SP75 - 75 watts, 25 year warranty: $365 each for box of 2 or more 


Kyocera KC120 - 120 watts, 20 year warranty: $579 each 
Solarex 120 - 120 watts, 20 year warranty: $579 each 

Unisolar US64 - 64 watt thin film triple junction: $289 each 

Trace SW4024 or SW4048 4kw sine wave inverter: XXXXX Call 


Trace DR3624 3600 watt modified sine wave inverter: XXX3X Call 
Trace DR2424 or DR2412 2400 watt modified sine wave inverter: $488 Call 
Kyocera KO80, 80watt, 20 year warranty, $379 
BP Solar BP75, 75 watt, 20 year warranty, $369 
All trace SW power panel systems on sale - up to 30% off! 


Prices do not include shipping. We accept all major credit cards. All items may be ordered any time, any day from our online store. 


Get our set of 3 - Catalog, Solar Design Guide, and Solar Water Pumping Guide for only $8.00 postpaid. 


See our online catalog and complete guides to solar at www.windsun.com 


www.solar-electric.com (online store) 


Northern Arizona Wind & Sun, Inc. 


Phoenix, AZ 
888 881-6464 - Fax: 623 872-9215 


2725 E Lakin Dr., Flagstaff, AZ 86004 
800 383-0195 - 520 526-8017 - Fax: 520 527-0729 
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POWER . 
POLITICS ‘4 
GY el 


New Department 
of Energy 


Michael Welch ©2001 Michael Welch 


he elections are over, and from 

the renewable energy (RE) and 

environmental perspectives, the 
worse of two evils has definitely become 
president. | reflect on the part that the 
Green Party, Ralph Nader, |, and many 
others may have played in this result. 


Did Ralph Nader’s votes cause Al Gore to lose the 
election? The Nader campaign says it was Gore’s own 
fault. While the Democrats were placing blame for their 
upset outside their own ranks, the Nader campaign was 
pointing at their poorly run campaign. Nader said that 
Gore entered the election with “every advantage 
against a marginal, ill-equipped, and corporate- 
dominated Texas governor.” He continued, “Yet, the 
Vice President mismanaged his campaign into a 
deadlock with Bush, and now he has only himself to 
blame for the Democratic fiasco.” 


Lack of enthusiasm in the Democratic base hurt the 
Gore campaign. The abandonment of progressive 
issues and the failure to address issues important to the 
public, like renewable energy, corporate crime, WTO- 
NAFTA, election finance reform, the drug war, and 
universal health insurance, contributed to the feeling 
that voting for Gore meant nothing to them. 


According to Nader, “In the end, Al Gore made his 
appeal on one major campaign pitch—that he was not 
George W. Bush.” “That simply was not enough to bring 
millions of stay-at-home voters to the polls.” 


Nader supporters wanted to vote for someone they 
believed in. Also, if Gore lost, or won by only a narrow 
margin, it might provide a much-needed wake-up call 
for the Democrats to get back to their progressive roots. 


And if Bush won, they hoped that a four-year term of 
blatant corporate and right-wing support would create a 
backlash that would propel the environment, and social 
and economic justice, into the forefront of U.S. politics. 


Time will tell, but already there have been 
demonstrations in the streets and a small resurgence of 
volunteers, memberships, and donations for 
environmental non-profit organizations. 


Bush DOE Appointee 

We are now stuck with a very unpalatable political 
situation, including the changes that could happen in 
the U.S. Department of Energy. Spencer Abraham is 
our new U.S. Secretary of Energy. Between him and his 
boss, George Bush, things aren’t looking up for our 
energy future. 


“What qualifications does Abraham have for this 
position?” has been a question asked over and over in 
recent weeks. His visible qualifications include being 
recently defeated in a race for Michigan Senator, co- 
chair of the National Republican Campaign Committee, 
deputy chief of staff to VP Dan Quayle, and one term in 
the Senate, where he acquired a radically right-wing 
voting record. In other words, he is not qualified based 
on any energy background. 


His power in his party is huge, and his support among 
Bush corporate sponsors is solid. After losing the Senate 
race, he set his sights on an administration position. The 
Bush transition team had to give him something, and 
after doling out the other positions, the only thing left in 
the upper level cabinet was energy secretary. It looks 
like we are stuck with him, and there was very little fight 
over his nomination. Folks had no smoking gun that 
could block his appointment, and most of the media 
attention was focused on other appointments, especially 
attorney general nominee John Ashcroft. 


It is odd that nobody sees the need to have an energy 
secretary with experience in the energy field. Pundits 
are saying it is enough to have someone with the 
management skills to handle a large department. Not 
even environmentalists or RE supporters are saying he 
can't do the job. 


Anti-Environment 

Abraham's environmental record is horrible. Though he 
hasn't had a lot of chances to deal with energy issues, 
he has been against funding for RE, against better 
mileage standards for vehicles, and in favor of gutting 
standards for the storage of nuclear waste. His lifetime 
League of Conservation Voters (LCV) record is a dismal 
6 percent, and more recently, 0 percent. He made the 
LCV’s “dirty dozen” list of candidates with the worst of 
environmental records, whose races should be strongly 
opposed. 
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Abraham is a founding member of the radical right 
Federalist Society, which is dedicated to rolling back 
federal laws protecting environment, natural resources, 
public health, civil rights, occupational health and 
safety, and labor rights. He was also a sponsor of a bill 
that would have entirely eliminated the agency he now 
heads. But now the Bush administration states that the 
energy issues facing our country are important, and that 
Abraham no longer wants to kill the DOE. 


Pro-Corporate 

Abraham’s love for the auto industry is very troubling, 
and they really like him too. In a Washington Post 
article, Debbie Dingell, president of the General Motors 
Foundation, said, “He understands the energy issues 
more than people think.” “When you come from 
Michigan, you pay attention to these things,” Dingell 
said. 


Of course, understanding energy issues from the 
corporate auto industry viewpoint is a lot different than 
from the common citizen’s viewpoint. It was exactly that 
difference that caused him to lose his U.S. Senate race 
in Michigan. A last minute campaign to publicly expose 
the truth about his environmental record is what did him 
in. That loss freed him up to become available for the 
secretary of energy position. 


The Edison Electric Institute, an association of utility 
companies, is also happy with his appointment. With 
Abraham's record of corporate support, no big 
companies or their lobbyists seem displeased. | guess 
there are a few blessings to be counted. It is a good 
thing he wasn’t appointed to the transportation 
secretary position. Imagine the damage he could do on 
behalf of the auto industry in that department. 


Arctic National Wildlife Refuge 

Many are afraid of the energy policy that Abraham will 
want to implement. Bush, his boss, has made it very 
clear that he wants to open up the Arctic National 
Wildlife Refuge (ANWR) to oil and gas exploration. This 
is the one of the biggest issues that mainstream 
environmental groups are focusing on. 


Abraham has voted against the refuge’s sanctity in the 
past. And this is what he had to say in early January 
about opening the refuge, “We have vast resources 
within the United States, and these are crucial to our 
country’s security.” He believes we can open the ANWR 
to oil and gas exploration, “while meeting our 
responsibilities as good stewards of the land, the air, 
and the water.” Yeah, right. 


But it may be difficult for the Bush administration to 
open up ANWR. In the final days of the Clinton 
administration, environmental groups put a lot of 
pressure on Clinton to further protect ANWR by 
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executive order. But Clinton would not do it, saying that 
the protections already enacted by Congress were 
more powerful than what he could do by executive 
order. According to the Clinton administration, it would 
take a further act of Congress to allow drilling, and the 
Congressional balance of power may not allow such a 
bill to pass. 


California’s Crisis 

The other issue that is knocking at the door of the new 
DOE is the reliability of our country’s electricity supply— 
particularly in California. Bush has made it clear that he 
does not want to intervene any further, and that it is 
actually California’s problem to solve. On the other 
hand, Abraham and Bush agreed to extend emergency 
orders for an additional two weeks until February 7. 
They agreed on the extension based on Governor Gray 
Davis’ promise that that would be all that was 
necessary. (For more info on the California energy 
crisis, see Ozonal Notes, From Us to You, and /PP in 
this issue.) 


Bush and Abraham did recognize that California’s local 
problem is affecting the whole nation, and that it may 
not be localized for long. California is not the only state 
to be lagging in power plant construction, and not the 
only one slated for utility restructuring. The Bush 
administration wants more power plants, and has hinted 
that it may be willing to relax environmental standards 
so that plants can be licensed and built more easily and 
quickly. One thing is for sure—it would take a miracle 
for the Bush administration to push for RE as the best 
answer for developing new power plants. 


In the meantime, activists in the RE world and 
environmental movement are gearing up, forming 
coalitions, and getting ready to incorporate the public 
backlash that many are predicting. Between the 
California energy “crisis” and ultra-conservatives taking 
over the White House in a barely legal coup, the 
environment, energy conservation and efficiency, and 
renewable energy may get a solid boost after all. 


Access 

Michael Welch, c/o Redwood Alliance, PO Box 293, 
Arcata, CA 95518 * 707-822-7884 
michael.welch@homepower.com 
www.igc.org/redwood 


Alaska Wilderness League, 320 4th St. NE, 
Washington, DC 20002 * 202-544-5205 

Fax: 202-544-5197 * info@alaskawild.org 
www.alaskawild.org * Info on the Arctic National Wildlife 
Refuge and the campaign to save it 


League of Conservation Voters, 1920 L St. NW, Suite 
800, Washington, DC 20036 * 202-785-8683 
Fax: 202-835-0491 « Icv@Icv.org * www.Iicv.org a 
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New $3 a Watt PV 


HIGH-DENISITY, SINGLE CRYSTAL 
GLASS / EVA MODULES 
FOR THE SERIOUS GUERRILLA 


Dimensions: 
35.25” by 52” 


Performance at STC: 
Max Power 150W 
Max Voltage 57 Voc 
Peak Volts 46 Vpk 
MaxAmps 3.5 Isc 
Peak amps 3.2 Ipk 


5 Year Power Warranty 


$450 
each —— 


Shipping and tax not included. 


Solar Electrical Systems 


(805) 373-9433 « Fax: (805) 497-7121 
solarelectricalsystems.com 


Solar Pathfinder 


The Best Tool For Solar Site Analysis 


* Easy to Use 

* Fast & Accurate 

% Diagrams from 0-66° N & 0-49°S 

* Pathfinder with metal case & tripod 
$245, Handheld $165 (+ shipping) 


3680 Hwy 438, Dept HP 

A Pleasantville, TN 37147 a 
Phone & Fax 931-593-3552 ; 

www.solarpathfinder.com = q 


or 


CHEAPESTSOLAR 
COM 


“TI consider (the PowerPulse® devices) to be 
standard equipment for a lead-acid battery system...” 
Richard Perez, Home Power magazine 


Extend the 
life of your 
batteries! 


12Volt 24 Volt 


969.9" $119.25" 
: : 


Accept no substitutes; the cost effective 
PowerPulse® units are patented, approved by 
the U.S. Military, and have a 10-year limited warranty. 


*Manufacturer’s suggested retail price. Other voltage units available. 


m Free delivery to 50 States. m Major credit cards OK. 
mg Bulk/Dealer inquiries invited. 


Abraham Solar Equipment 
800-222-7242 m 970-731-4675 


124 Creekside Place ™ Pagosa Springs, CO 81147 
©1999 Abraham Solar Equipment. All rights reserved. 


THE POWER BROKERS!™ 


Efficient hot water 
starts with the sun. 
And ends with Bosch. 


The Bosch AquaStar tankless 
gas water heater, model 125BS, 
is designed to work with 
preheated water from solar 


systems. The tankless BOSCH 
construction provides an Aqua Star 


endless flow of hot water 

but heats water only 

when you need it — 

meaning you save energy. 

And since it’s manufactured by 
Bosch, it’s nearly as 
dependable as the sun itself! 


—_ 


<_< —_ 


COMMON SENSE HEAT & HOT WATER TECHNOLOGY 


AHPWO401 


CONTROLLED ENERGY CORPORATION 
800-642-3199 


www.ControlledEnergy.com 
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ELECTRIC VEHICLE 


COMPONENTS, CONVERSION KITS, PUBLICATIONS, VIDEOS, 
AND ENGINEERING DESIGN SERVICES FOR THE EV 
HOBBYIST AND MANUFACTURER...All components selected 
with safety and reliability foremost in mind....We stock and sell the 
largest variety of the very best: 


@ ADVANCED DC Motors in 12 variations from 2 HP to 28.5 HP 
@ CURTIS-PMC Controllers, Throttle Potboxes, Footpedals 

¢ ALBRIGHT ENG. Main & Reverse Contactors in 6 models 
@ GENERAL ELECTRIC & HEINEMANN Circuit Breakers 

« BUSSMAN Safety Fuses from 200 to 800 amps 

« DC-DC Converters from 48 to 336 V input 

¢K &WENG. & BYCAN Battery Chargers from 48 to 144 V 
¢ Full line of CURTIS, WESTBERG, & KTA Meters & Gauges 
¢ DELTEC Meter Shunts from 50 to 1,000 A 

« EVCC Adapter Plates, Couplings, Clamps, & Brackets 

@ PRESTOFLEX Welding Cable, MAGNA Lugs, Assy. Tools 
@ CONVERSION KITS for vehicles from 300 to 10,000 Ibs. 

# Complete ELECTRATHON Drive & Instrumentation Pkg. 

¢@ 4 Complete GO KART kits...for up to 90 mph.. 


TA SERVICES INC. 


COMPONENTS & PUBLICATIONS CATALOG........ $5.00 
Electric Vehicle components and systems since 1984 
944 West 21st Street — Upland, CA 91784 USA 
Tel: (909) 949-7914 — FAX: (909) 949-7916 
Web: www.kta-ev.com 


AUTOMAGIC BATTERY WATERI 


WE MAKE WATER FROM YOUR GAS 

Hydrogen and oxygen battery gas catalytically recombined into pure 
water and returned to each battery cell. Keeps battery topped off for 
extended periods of time and reduces maintenance costs. Explosive 
hydrogen gas is virtually eliminated from the battery area. Corrosive 
spray and fumes are contained and washed back into each battery cell. 
Electrolyte kept strong longer, extending the useful power and life of the 
battery. HYDROCAP Vents simply replace the battery’s caps. Battery 
maintenance is greatly reduced. Write or call for more information. 


+ 305-696-2504 
= roca 975 NW 95 St. 


"Miami, FL 33150 


Things that Work! 


SIEMENS 


SS 


Solar Power Your Dream. 


You've finally found just the right spot. Find out now just how easy it is to 
A little out of the way, but good water, have a solar system to meet all or part 
good soil, and even a little view. of your electrical needs. 


You're going to build. See Your Siemens SolarPowerPro m 


Siemens can help tur your plans into Office (520) 636-1001 


reality. An economical Siemens solar Fax (520) 636-1664 
system can give you year after year of 


trouble-free electricity. And do it P.O. Box 365, 2655 N. Hwy 89 
silently, without fuel, waste or pollution. Chino Valley AZ 86323 
— 
IPP 


MEMBER 


HITNEY SOLAR PRODUCTS, INC. 


Harmony with Nature 


core oration 
Boe 31 FPlacerdile, GS 014 


* Modular inieagrabad 
Solar anergy Sysberrs 


User for: 
* lighting 


* Com munications 
= Wwaler PUM ping 


)* small & large 

PowerPods 

wah inverers up 

to 4000 walls AC 
* Sita unite are Gagily oo 
energy efficient lights. 

& apoliances also available 
+ Made in ISA at AO, , 

» ee 


‘Selae Deshgit, ete 
company stent foripiste rare 
tegign/corest, tt A 
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Independent Power Providers 


Don Loweburg 


©2001 Don Loweburg 


End of the 
Independent 
Installer? 


las, it has been reported that the 

end of the independent 

renewable energy (RE) installer is 
near. At least this is what I’ve been told 
by some of my PV industry colleagues. 
They delivered this message with 
conviction and earnestness, and | don’t 
consider it an attack. Of course, they 
are wrong. 


In order to understand their point of view, | must put 
myself in their shoes. Generally, they are looking at 
photovoltaics (PV) and our goal for a renewable future 
from an institutional and programmatic perspective. 
They think in terms of megawatts. They think in terms 
of PV rooftops on entire tracts of housing. They think in 
terms of skyscrapers and building-integrated PV 
(BIPV). | truly support this vision. But this is not the only 
game in town. 


Just as there are companies that build skyscrapers and 
large subdivisions, there are also custom builders who 
are building fine homes and doing remodels. | don’t 
think the market for custom homes will disappear 
because of a boom in the mass housing market. In fact, 
the desire for choice and individuality in the face of 
mass uniformity is often a driver for custom products. 


Mass PV programs often offer little choice—one or two 
choices in module technology and appearance, for 
instance. Standardized rooftop mounting is often the 
only choice with the mass-market approach. 


System capacity is often limited. “Sir, will it be the 2 KW 
system or the 5 KW system?” The independent PV 
system designer-installer offers choices. Of course, 
presenting choices takes more skill than doing cookie- 
cutter systems. Economies of scale can suffer a bit. But 
this is generally understood when a customer chooses 
a custom product. So | really don’t think that the 
independent installer is finished. 


Keeping the Edge 

Most professional installer-dealers | know did not “go 
get a job” in PV. They created their own job from 
scratch, based on their own vision and energy. This is 
the main reason why PV professionals don’t need to 
worry about being put out of a job by mass programs. 
We recreate our jobs every day. 


All of us have grown with the technology. Often, from 
our own experience living with and using PV in our daily 
lives, we have a depth of understanding, not just of the 
technology, but also of energy efficiency and good 
design. We routinely do load audits and help our 
customers understand where their electricity is going. 
None of this occurs for customers who participate in the 
mass-market PV programs. On the contrary, these 
programs speak of the “number of roofs” installed per 
week and reward managers for reducing labor costs, or 
as | have heard, “squeezing the turnip.” 


California Utilities Crash & Burn 

There is no doubt that real turmoil exists in California. In 
the first week of January, the California Public Utilities 
Commission raised rates 9 percent, though the utilities 
wanted 30 percent (and may get it). California’s 
Governor Gray Davis met in Washington D.C. with 
President Clinton and Federal Reserve chairman 
Greenspan. On the heels of Governor Davis’ return, 
Greenspan made an unexpected 1/2 percent interest 
rate reduction, which will reduce the cost of borrowing 
money. This generally helps a slowing economy, but 
this rate reduction is a special gift to California’s 
investor owned utilities (IOUs), which are borrowing 
heavily. 


A few days later, Southern California Edison announced 
a layoff of 1,400 workers, and the possibility of 
bankruptcy. On talk radio, it’s the “who to blame” game. 
Is it the IOUs, the politicians who voted for deregulation, 
or the greedy independent generators? We know who 
the losers are—ratepayer-taxpayers (the public). We 
know who the fixers are—the commanders of the 
respective national, state, and financial dominions. 
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Who are the winners? They are the unregulated utility 
holding companies who have made record profits this 
last year. Bold headlines in the January 16th San 
Francisco Chronicle proclaim, “Stealthy Deal Protects 
Profits of PG&E’s Parent.” Like a masterful shell game 
con, enormous wealth has been transferred from the 
regulated |OUs and ratepayers to the utility holding 
companies—and few have noticed! 


Regulated IOUs, the bastard spawn of capitalism and 
socialism, the invention of early 20th century robber 
barons designed to thwart the early public power 
movement, are no longer needed! Many would propose 
that we somehow stumbled into deregulation through a 
series of “mistakes.” | would counter that we are going 
exactly in the direction charted by the unregulated 
energy holding companies. Never has there been a 
better case for independent power! 


Grabbing for Crumbs 

The recent passage of SB1194 in California (discussed 
in IPP, HP81) has provided additional publicly funded 
support for renewables. The California Energy 
Commission (CEC) was designated the program 
administrator, and charged with designing the details of 
the program and its funding distribution. As part of that 
process, the CEC invited stakeholders to provide input 
last November. IPP, CALSEIA, and several other 
groups provided written and verbal comments to the 
Commission requesting desired program features. 


Included in those proposals were increased buydown 
support, low interest financing, increased consumer 
education about the PV option, programs to install PV 
on public buildings, elimination of sales tax, and other 
tax benefits. | hope that by next issue we will have 
some positive results to report. 


The product of that process, the Draft Investment Plan 
for Emerging Renewables, was recently circulated by 
the California Energy Commission. The fact that few of 
our recommendations were adopted is a matter of deep 
concern. On top of that, within the draft plan were two 
unrequested and extremely alarming proposals by the 
commission. They are |IOU (regulated utilities) 
participation and eligibility for PV buydown dollars, and 
the classification of natural gas (non-renewable) fuel 
cells as renewable and therefore eligible for support. 


The commission proposed that because biogas 
(renewable) fuel cells are eligible for support, and since 
natural gas fuel cells have no greater emissions of 
selected pollutants (NO, and SO,) than biogas fuel 
cells, they should be classified as renewable. This 
analysis completely ignores the fact that the CO, 
emitted from the fossil fuel powered fuel cell is a net 
plus while the CO, load from a renewable source is 
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neutral. Natural gas is not a renewable fuel! The poor 
(non-existent) logic of their convoluted rationale 
indicates that the commission intends to completely 
disregard the wishes of the legislature and the public. 


Concerning the matter of IOU eligibility for PV buydown 
support, the commission made no explanation 
whatsoever. These two proposed changes are either a 
bold attempt to abrogate the intentions of the 
legislature, or symptoms of intellectual dysfunction. IPP 
plans to oppose these changes and expects to be 
joined by CALSEIA and other parties. 


Are They Listening? 

The sale of Trace Engineering to Xantrex was 
discussed in HP80, and some questions were posed 
about the future of Trace. One positive sign was a 
public statement by Xantrex that they were committed 
to a value added, knowledge-based system of 
distributing their products. 


As a continuation and re-enforcement of that early goal, 
a recent Xantrex press release stated that they will be 
conducting “focus groups.” The purpose of these 
groups will be to generate input from people with field 
experience installing Trace inverters. The first group 
met in Sacramento, California in early February 2001. 
Xantrex plans similar group meetings in various parts of 
the country during the next year. This should be a 
valuable opportunity for both wrenches and Xantrex. 
Product improvements on the wrenches’ wish list 
include a standard five-year warranty and non-volatile 
programming memory. 


There has been some angst regarding the future 
direction of Xantrex. These gestures (coupled with 
action) help dispel that. Though fuel cells may well be a 
significant future application for Xantrex technology, it’s 
good to know that Xantrex is making a significant 
commitment to renewable energy applications today. 
PV is a reality, while small-sized fuel cells exist as 
prototypes only. 


Anyone for ICE-T? 

Over the years, we have documented the struggle to 
get PV and renewables connected to the grid. Subjects 
such as net metering and interconnection standards for 
inverters have been discussed many times and will 
continue to appear here. There is certainly much still to 
be accomplished. Though the PV industry is proud of its 
accomplishments—net metering laws in over thirty 
states and a recognized interconnection standard for 
small inverters (IEEE929)—these successes are 
limited. 


For example, in many states, net metering is allowed 
only for systems under 10,000 watts. Language in 
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many net metering laws limits total PV capacity. In 
California, it cannot exceed one-tenth of one percent 
of total utility capacity. Inverters are required to be 
installed with redundant physical disconnect switches, 
though this requirement is unnecessary with modern 
inverters. 


Compromises such as these were necessary. PV 
proponents constantly had to play small and 
compromise in order to achieve initial success. Each 
achievement could be used as a platform for the next 
round. So, for instance, in California, we have had a 
succession of net metering laws, the latest of which 
allows for time-of-use valuation. In California, we are 
poised at a major step toward getting more PV on the 
grid. 


In past issues, we have discussed the ongoing 
California Public Utilities Commission “Order Instituting 
Rulemaking and Distributed Generation.” As part of 
these proceedings, the PV industry has made a 
proposal called the Independent Clean Energy Tariff 
(ICE-T). The proposal would eliminate all standby 
charges, exit fees, or any other extra charges for 
systems of up to 1 megawatt. Though not net metering, 
ICE-T would allow a power sales contract with an 
energy service provider. 


In order to engage in power sales, fair rate schedules 
for distribution wheeling (transporting power between 
two points) must be established. This is another 
element in the ICE-T proposal. ICE-T has broad 
support by consumer advocates, environmental 
organizations, and the PV industry. | am the contact 
person for ICE-T, acting on behalf of IPP. The 
opposition? The three regulated utilities—PG&E, SCE, 
and SDG&E. If ICE-T is adopted in California, the 
economic possibilities for grid-connected PV will be 
greatly improved. 


Corporate Shuffle 

On January 16, 2001, Schott Corporation announced its 
purchase of Applied Power Corporation. Applied Power, 
previously owned by Idaho Power, is the parent 
company for three companies purchased last year— 
Alternative Energy Engineering (AEE), Solar Electric 
Specialties (SES), and Ascension Technology. Schott 
Corporation is the North American headquarters for the 
Schott Group in Germany. Schott Corporation 
manufactures specialty glass and related products. 
Sam Vanderhoof (previously of Trace Engineering) has 
been named president of Schott Applied Power 
Corporation. 


The fusion of Schott’s glass technology with Applied 
Power’s marketing and renewable energy engineering 
capability suggests the creation of an integrated module 


manufacturer, systems distribution, and renewable 
energy service company. It is not much of a leap to 
wonder if Schott’s glass expertise will be applied to PV 
module manufacturing. Companies like Schott, 
Kyocera, and Siemens represent an independent breed 
of vertically integrated international PV company. They 
may provide a competitive counterbalance to the 
traditional energy companies like oil and utilities that 
have also acquired PV manufacturing and distribution 
capabilities in recent years. 


Last fall (announced October 16), Real Goods merged 
with Gaiam, a Lifestyle of Health and Sustainability 
(LOHAS) company. Gaiam markets to what they call 
“cultural creatives.” Quoting the press release, “Gaiam 
intends to consolidate a majority of Real Goods’ 
operations into its established infrastructure and 
leverage Gaiam’s operational efficiencies and 
proprietary products, while maintaining the Real Goods 
brand name and mission.” 


Interestingly, Gaiam also owns Jade Mountain. This is a 
significant consolidation of two one-time competitors in 
the internet/catalog sales arena. | suspect both 
companies will shift emphasis away from energy 
systems towards the consciousness-widget type 
product. 


The MUNIs and PV 

In IPP, HP80, | made some comments about the 
Sacramento Municipal Utility District (SMUD) PV 
program. It was noted that SMUD is going into the PV 
business and marketing their systems outside their 
district boundaries. Because they offer the lowest- 
priced PV systems in the country, many dealers and 
some manufacturers are concerned. Put simply, the 
contention is that SMUD may be engaging in unfair, 
anti-competitive practices. 


Vince Schwent of SMUD recently made a presentation 
on their PV program to the California PV Alliance. He 
firmly asserted that SMUD would not use “public goods” 
funding to subsidize out-of-district sales. Vince also 
assured the audience that SMUD would build profit into 
the pricing of its systems. A stated goal of the program 
was to make “PV sales a self-sustaining business for 
SMUD.” 


Many in the audience left the meeting without much 
change in their level of concern. The fundamental 
question is, should a public agency be engaged in the 
for-profit market? A public power agency is formed for a 
specific purpose. In this case, it is to deliver power to 
the citizens of the district. Going into business selling 
PV outside the district is another thing. If PV, why not 
other products? | suggest that we have a misuse of 
public authority. 
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There are two reasons that this might not go anywhere. 
First, the SMUD product may not make it in the greater 
marketplace. In fact, one reason SMUD may be 
pushing its product outside the district is that they are 
not making the required sales volume internally. SMUD 
is using a relatively inefficient thin-film module that has 
about twice the weight per square foot of high-efficiency 
crystalline products. On the roof, this translates to twice 
the area and four times the roof load per unit of power 
delivered. Maybe low cost is not the only issue here? 


Second, the voters of SMUD may have questions and 
reservations about this activity. Does it really serve their 
interests? On a practical level, this will only become a 
hot issue when SMUD starts doing volume sales 
outside the district. We are not there yet. If it comes to 
that, I’m sure better legal minds than mine will be 
scrutinizing this issue. 


Los Angeles Water and Power (LAWP), also a public 
power agency, has a PV program that began about a 
year ago. Though not fully up to speed, this program 
will take off next year when a US$5 per watt rebate 
becomes available. LAWP’s program avoids the 
problems of SMUD by using a simple rebate program 
similar to California’s Emerging Renewables Buydown. 
Currently the rebate is US$3 per watt. The higher 
rebate is offered for modules manufactured in Los 
Angeles. Siemens is currently building a plant there. 


LAWP apparently does have one problem. They are not 
complying with the net metering law. I’ve received 
information from a reputable source that LAWP has an 
insurance requirement that is different from the legal 
requirement. The law states that a customer shall not 
be required to obtain additional homeowner’s 
insurance. LAWP is requiring a certain level of 
insurance, and that the customer name LAWP as an 
additional insured. Both these requirements go beyond 
what the law requires. 


Access 

Don Loweburg, IPP, PO Box 231, North Fork, CA 93643 
559-877-7080 * Fax: 559-877-2980 
don.loweburg@homepower.com * www.i2p.org 


SMUD PV, Vince Schwent, Sacramento Municipal 
Utility District (SMUD), PO Box 15830, Sacramento, CA 
95852 * 916-732-6344 * Fax: 916-732-6423 
vschwen@smud.org * www.smud.org 


Real Goods-Gaiam merger 
www.gaiam.com/gaiam/0,1267,Press:learn:item:10,00. 
html 


Schott Glass-Applied Power purchase, 
www.schottglass.com, search for “Applied Power” 


Independent Power Providers 


Rolling blackouts; Lots of coverage and good analysis 
in the San Francisco Chronicle * www.sfgate.com, 
search for “energy” or “rolling blackout” 


California Energy Commission, Draft “Investing in 
Renewable Electricity Generation in California,” 
Marwan Masri, Manager, Renewable Energy Program, 
California Energy Commission, 1516 Ninth St., MS-45, 
Sacramento, CA 95814 + 916-654-4531 

Fax: 916-653-2543 « mmasri@energy.state.ca.us 
www.energy.ca.gov/renewables pring 


fargalntoler. com 
We Bring you the BEST Price | 


FVPower Products 
SB2000) $177 
56500 MPPT $315 
SA500 w/Disoloy $349 
Shores 

SP-75. Tow PY Baya 
SR-10G) | OthwRy tay 


_ a 
ie FREE* SEIPEIN 
SoulhWes! Wind Power is BIG SAVINGS 
AiraQ3 12/24/4bv $4469 WN 
Hagia $128 Www! BON SINS onan Orn 
ShurFlo 9300 $525 WE SAVE YOU MOMEY! 
Tou wil soe Peel we cor 
tove pou HUNDREDG. eer 
Thoweanc: of dolor on 
TOP GF THE LINE equipment 
Al ol tht oguinmont we oft 
Gomis with fuga imokighrins 
BEST Womonties. We DO MOT 
oan weed.or tachory 
fehl equipment 


Hamls Hydro $409 
Trace Engineering 


Compbehe Prod! Lite 
WORLDS BEST PRECES 
fee WA! or Call 


Gonlact is or Be: etn oer key Pere. fcr ol [41 SP24S 
DR EMAL US AT soles bongearsonoom 
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SolarRoofs.com 


Complete Solar Water Heaters starting at $995! 


FIREBALL 
2001 
PV Options 
Color Options 


Patented Design 


Dealer Inquiries 
Welcome 


Check out these Architecturally Attractive, 
Very Easy to Install, & Affordable Systems! 


We are Web based: www.solarroofs.com 
SolarRoofs.com, Carmichael, CA ¢ (916) 481-7200 
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Code Corner 


Buying 
Safe 
Cables 


John Wiles 


Sponsored by the Photovoltaic Systems Assistance Center, 
Sandia National Laboratories 


hotovoltaic (PV) modules will 

supply energy for thirty years or 

more when illuminated by the sun. 
Cables and conductors used in PV 
systems need to be able to carry that 
P\/-supplied energy safely for thirty 
years or more without deterioration. 


Numerous types of conductors, wire, and cables are 
widely available from a number of sources with a 
bewildering array of labels and prices. How do we 
determine that a particular cable is safe for use ina 
particular application, and that it will remain safe over 
the many years that our renewable energy systems will 
be producing energy? 


In previous Code Corner columns, we have covered the 
conductor type markings (USE-2, NM, RHW-2, THW, 
etc.) required on cables to be used in various locations 
in a PV system. We have discussed the environmental 
conditions that require type markings for conditions such 
as exposure to sunlight, temperatures, and moisture. 


Unfortunately, there are many sources of electrical 
cables that do not have these markings. These include 
auto parts stores, hardware stores, building supply 
stores, and welding supply shops, among others. Many 
of these cables do not have any marks or labeling that 
ensure that they have been tested and evaluated for 
safety in any application. 


To ensure the greatest probability of buying and using 
safe, durable conductors that meet the requirements of 
the National Electrical Code (NEC), you should look for 
cables that have at least the following markings or 
labels. First, the type marking (USE-2, RHW-2, THWN- 
2, etc.) should be on the cable, and that type marking 
should be appropriate for the particular application, such 
as module interconnections or battery-to-inverter cables. 


The second mark should be the mark of a nationally 
recognized testing laboratory such as UL (Underwriters 
Laboratories). This indicates that the cable has 
undergone extensive testing for the application, and 
has been “listed” for compliance with the appropriate 
UL standard for that type of cable. The NEC requires 
that all equipment used in electrical systems be listed. 
UL is the only laboratory that is recognized and 
accepted throughout the United States for testing and 
marking cables. Note that cables bearing the CSA 
(Canadian) or CE (European) marks must also have the 
UL mark to comply with U.S. requirements. 


UL Standards for Cables 

Underwriters Laboratory has two major functions in the 
electrical energy industry in the United States. The first 
function is to write, coordinate, and publish safety 
standards. The second function is to test and evaluate 
materials and equipment against those standards. A 
safety standard is a document that details all of the 
tests and the results of those tests that a particular type 
of cable must meet before it can be listed as complying 
with the standard. 


For example, UL Standard 44 for “rubber-insulated 
wires and cables” was first published in 1917, and has 
had fifteen major revisions since then. The latest edition 
was published in 1999 and is now titled “Thermoset- 
Insulated Wires and Cables.” This standard covers 
conductor types such as RHW, THW, XHHW-2, and 
similar cables that are acceptable for use as battery 
cables in a PV system. Numerous companies and other 
agencies that design, manufacture, sell, install, and 
inspect cables are involved in keeping the standard 
current. 


This standard is more than seventy pages long and is 
updated periodically. It is completely revised every few 
years as the technologies for making, using, and testing 
cables change. In addition to requirements on what 
types of rubber and synthetic rubber are required to 
make the cables, numerous tests are included in the 
standard. These tests are used to verify the quality, 
durability, and safety of the cables. 


Each UL standard references other UL standards that 
must also be met. For cables, there are additional 
standards that establish requirements for the insulation 
material and the copper used in cables. Here are some 
of the basic tests, each of which is spelled out in 
specific detail in the standard: 


* Dielectric voltage—withstand test in water 

« Insulation resistance in water at rated temperature 
¢ Insulation tests in air at rated temperature 

« Alternative spark testing 

¢ Mechanical water absorption test 
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Capacitance and specific inductive capacity tests 
Tests for stability factor 

Cold-bend test 

Deformation test 

Crushing tests 

Dielectric breakdown after glancing impact 
Dielectric breakdown after scoring 
Horizontal-specimen flame test 

Vertical wire flame test 

Sunlight-resistance test (tray cables) 

Oil resistance 

Gasoline resistance 


The standard details each test, how it will be 
conducted, and what results are required for passing. 


In HP80, a report was presented on testing welding 
cable for acid resistance. Since all rubber and plastic 
insulated conductors are considered to be inherently 
acid-resistant in electrical applications, no test is 
specified for acid resistance in the UL standard. The 
inadvertent inclusion of the term “acid-resistant” in 
Section 690-74 in the 1996 NEC was corrected in the 
1999 NEC, and this term no longer appears. 


Testing to the Standard 

The standard is used by nationally recognized testing 
laboratories to test the cables. UL at the present time is 
the only laboratory testing, listing, and labeling cables 
used in electrical power systems complying with the 
NEC. This is the second function that UL has with 
respect to cable markings. 


A nationally recognized testing laboratory is one that 
has gone through a lengthy evaluation process 
conducted by special certification agencies that ensure 
that the lab has sufficient personnel with the appropriate 
educational backgrounds and experience, and sufficient 
test and evaluation equipment to properly perform the 
required tests. Test equipment must be calibrated 
against calibration standards directly traceable to the 
National Institute of Standards and Technology 
(previously, the National Bureau of Standards). 


A cable is submitted to UL for testing against the 
standard. UL tests the cable, and, if it passes all of the 
tests in the standard, UL allows the manufacturer to use 
the UL mark (the letters “UL” in a circle) on the cable 
indicating that it is a listed product. UL also visits the 
manufacturer’s facility and determines that the 
equipment and processes used to make the cable are 
of sufficient quality and consistency to ensure that each 
production run of the cable has uniform properties 
(meets the standard). 


However, the testing does not end there. Any time there 
is a change in the materials used in the cable, or in the 
way in which the cable is made, the manufacturer must 
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notify UL and resubmit the modified cable for evaluation 
and possible retesting. 


Every three months, UL visits the cable manufacturer 
as part of their followup service. They verify that the 
materials and production processes are still producing 
the same cable that was originally tested. UL may pull 
random samples of cable from the production line or the 
warehouse and retest them at any point. 


To further establish the continuing quality of any listed 
cable in this highly competitive industry, other cable 
manufacturers test samples of their competitors’ cables, 
and protest to UL if the listed cables do not meet the 
standard in any way. 


Make an Informed Decision 

Yes, you can purchase unmarked or improperly marked 
wires and cables at electronic stores, hardware stores, 
the welding shop, and auto supply stores. They may 
work quite well in a PV system. But then again, they 
may not. 


How are you to know that a piece of unmarked (no type 
mark, no listing mark) cable x that you bought 
yesterday will perform the same as a similar piece of 
unmarked cable that you bought at the same store a 
year ago? Is cable x bought in Arizona the same as 
cable x bought in California? Will either of these cables 
withstand the test of time? Did the manufacturer cut 
costs by making the insulation a little thinner? Did the 
manufacturer change insulation materials to a type that 
might save a few pennies, but might crack or catch on 
fire more easily? Were costs reduced by accepting 
copper with more impurities that might become brittle or 
have a higher resistance? 


The use of a properly type-marked, UL-listed cable 
ensures that most of these uncertainties are eliminated. 
With reliable PV modules producing electricity for thirty 
or more years, it seems prudent to buy cables that have 
been thoroughly examined and tested by trained, 
experienced personnel. The system installer and owner 
will then not have to worry about the uncertainties of 
using unmarked cables. 


Questions or Comments? 

If you have questions about the NEC or the 
implementation of PV systems that follow the 
requirements of the NEC, feel free to call, fax, email, or 
write me. Sandia National Laboratories sponsors my 
activities in this area as a support function to the PV 
industry. This work was supported by the United States 
Department of Energy under Contract DE-FC04- 
OOAL66794. Sandia is a multi-program laboratory 
operated by Sandia Corporation, a Lockheed Martin 
Company, for the United States Department of Energy. 
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Access 

John C. Wiles, Southwest Technology Development 
Institute, New Mexico State University, Box 30,001/ 
MSC 3 SOLAR, Las Cruces, NM 88003 + 505-646-6105 
Fax: 505-646-3841 + jwiles@nmsu.edu 
www.nmsu.edu/~tdi 


Sponsor: Sandia National Laboratories, Ward Bower, 
Department 6218, MS 0753, Albuquerque, NM 87185 
505-844-5206 « Fax: 505-844-6541 
wibower@sandia.gov * www.sandia.gov/pv 


National Electrical Code® and NEC® are registered 
trademarks of the National Fire Protection Association. 
The 1999 NEC and the NEC Handbook are available 
from the NFPA, 11 Tracy Dr., Avon, MA 02322 
800-344-3555 or 508-895-8300 * Fax: 800-593-6372 or 
508-895-8301 * custserv@nfpa.org * www.nfpa.org 


Underwriters Laboratories, 333 Pfingsten Rd., 
Northbrook, IL 60062 * 847-272-8800 

Fax: 847-272-8129 * northbrook@us.ul.com 
www.ul.com 


Meridian 


Www.meridiansolar.com 


Wedgewire Screens for Hydro 


& Domestic Water Diversions 
10 gpm to 250 cfs * Patented Aqua-Shear Process 


Testimonials... 
"T have eliminated 
downtime & diversion 
problems" 


Is. 
ier 


i Ky we "Best thing since 


sliced bread" 
"Technological marvel" 


"Now I stay in bed 
during storms" 


AQUADYNE 


www.hydroscreen.com 
303-333-6071 or 707-433-3813 * rkweir@aol.com 
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BATTERY BOX 
VENTILATOR 


& BACK DRAFT DAMPER 


* Positive hydrogen venting 

¢ Stops back drafts 

¢ Keeps batteries warmer 

¢ Minimal power consumption 

¢ Available in 12, 24 or 48 VDC 

* Trace SW Inverter or controller required 
to switch fan on/off automatically 


Ein 


POWER VENT 
12v & 24v — $79 
48v - $104 

+ $7 S&H (cont. U.S.) 
CO residents add 3% 


Zephyr Industries, Inc. 
POB 52, Salida, CO 81201 
719.530.0718 
www.zephyrvent.com 


Code-Compliant Renew alle 
Energy Installations 
Starmd-Abene or Crrid-Tied 
Prom Sonali (alsin 
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% AC/DC Inverters, Solar Electric Modules 


1-888-SOLARNOW 


Toll Free 


HORIZON INDUSTRIES 


We Sell The Best 
& ServiceThe Rest — cai sein 
Mention This Ad & Receive A Free 100 Page Catalog 
2120 W Mission Rd (#L), Escondido, CA 92029 


(760) 480-0403 ay. emis 


www.horizonsolar.com 
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SOLAR ON SALE 


Bringing You The Energy Of The Sun At Down To Earth Prices ! 
The winners of our latest contest have been chosen and have been posted on our web site. 
Be sure to visit us to see if you’re among the lucky ones ! And stay tuned for our next give-away ! 


Photowatt 100 Watt PV $375.00 
Photowatt 75 Watt PV $289.00 
Photowatt 39 Watt PV $148.00 


Trace prices so low that we can’t even quote them here ! 
Nationwide auaneue now available ! 


| — peloton ; 
Ew PP solar 


Kyocera KC120 $539.00 
BP 585 Laser Grooved PV $415.00 
BP 75 Watt PV $349.00 


AUTHORIZED 
SERVICE CENTER 


Toll Free 1-888- 64-SOLAR (647-6527) 


http://www.solaronsale.com 
19059 Valley Blvd Suite 219 Bloomington California 92316-2219 


Want more power 
& life from your 
batteries? 


Then get the IES DeSulfatore 
battery conditioner. 


WAITSUN" 


SOLAR TRACKERS 


The Dual Axis Tracking Advantage 


*as compared to a fixed mount tilted at latitude 


Call your dealer or visit 
www. InnovativeEnergy .com 


Not only the original, but the most powerful 


DS-500 up to 350 amp hours 
DS-1000 up to 1,000 amp hours 


INNOVATIVE ENERGY SYSTEMS, INC. 
9351-J Philadelphia Rd., P.O. Box 70060, Balto., MD 21237 
410-686-3120 FAX: 410-686-4271 


Percent Annual Power Increase 


More Power...Less Money 


ARRAY TECHNOLOGIES, INC. WWW.WATTSUN.COM 


3312 STANFoRD NE, ALBUQUERQUE, NM 87107 
Tet: (505) 88!-7567 FAX: (505) 881-7572 
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Kathleen Jarschke-Schultze 


©2001 Kathleen Jarschke-Schultze 


couple of years ago, Bob-O and | 

bought the house and land next 

door at a tax auction. In our usual 
style, a series of coincidences 
happened that led to the knowledge of 
the auction only a week and a half 
before the sale. 


The last tenants had moved on before the sale. We 
gave them over a year to come and get their stuff from 
the house. They eventually came back, got a few 
things, and split. They left us a lot of trash and two dead 
vehicles. Cleanup has been slow. | cleaned out the 
kitchen and started making soap in there. After my first 
attempt at soapmaking in our kitchen, when | 
accidentally spilled musk essential oil on the counter 
and could not remove the smell, Bob-O vetoed any 
further soapmaking activities there. 


Since there is no power or water system at the other 
house yet, cleaning opportunities are inhibited 
somewhat. | need water more than | need electricity. 
But | also can’t haul my vacuum cleaner over there to 
clean up the accumulated dust, dirt, and crud. 


| Found It! 

While in town the other day, | was cruising the local 
secondhand stores, exercising my lively sense of thrift. | 
came across a small cordless vacuum cleaner. It was a 
Eureka brand vacuum—The Boss Lite—a black 
cordless broom with no attachments. It stood 48 inches 
(122 cm) tall and sported a motor-driven brush roll on 
the business end. A small sticker on it proclaimed, “$6. 
Works.” This seemed to me to be ideal for my 
purposes. | envisioned charging it at home and using it 
at the other house. 


The unit came with a plastic holder that attaches to the 
wall to hold the vacuum when not in use. When you 
place the vacuum in the holder, it automatically plugs 
the unit into a battery charger. The only way to not 
engage the charger is to unplug the wall cube 
transformer at the outlet. 


When | got home, | tried out the vacuum. Its 
performance was anemic. | put it on the charger and left 
it for 24 hours. | tried it again. Same lack of suction. | 
figured | was out six bucks and had learned not to trust 
little tags that say, “Works.” 


Bob-O came home from a trip that had kept him away 
for several days. “What’s that?” he queried, seeing the 
vacuum cleaner leaning against the wall. | told him 
about my deal that wasn’t such a good deal. He looked 
it over and found a small sticker with a recycling symbol 
that said, “Contains nickel-cadmium batteries. Must be 
recycled or disposed of properly and in an 
environmentally safe manner. May not be disposed of in 
a municipal waste. For information, call 
1-800-282-2886.” 


Bad Memory 

“That’s your problem,” he said, “It’s got NiCds. They 
have what is called ‘memory effect.’ If they are not 
discharged completely before recharging, the battery 
thinks it can only charge so much.” The drawback of 
this model is that after taking it off the wall 
hanger/charger and using it for a short time, it would be 
replaced on the hanger/charger and the batteries would 
be recharged, remembering only shallow use. Voila! 
Built-in obsolescence—call it Dustbuster syndrome. 


The owner’s manual may have warned against this, but 
no manual was with the unit when | bought it. And from 
the condition of the batteries, it was apparent that the 
previous owner had ignored any instructions about 
charging. 


Bob-O suggested that | take the vacuum apart and give 
him the battery pack. | really get high enjoyment from 
taking things apart and assembling them. Whenever we 
buy anything that needs assembly, | do it. Barrister 
bookcases, gas barbecue, chipper/shredder, bathroom 
cabinets, trimmer/mower—I have assembled them all. 


Zen in a Vacuum 

There is something so gratifying about sitting down with 
instructions and tools and completing a project. | find it 
very relaxing and Zen. Taking things apart is almost as 
good. The difference is that there are no instructions, 
and you must remember the dismantling order and 
where all the bolts and screws go. Not quite as relaxing 
and Zen, but more adventurous. 


| got regular and phillips-head screwdrivers and a cup 
for the screws, and began. The vacuum cleaner was 
like a puzzle. | wanted to dismantle the unit as little as 
possible, since there would be a lapse of time between 
taking it apart and re-assembling it. However, every 
removed screw led me to another, until the whole unit 
had to be split—from the motor-driven brush roll to the 
handle—just to get to the battery pack. Through 
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Kathleen with her secondhand, but revitalized, Boss Lite 
cordless vacuum. Its NiCd battery was brought back to 
life through several charge/discharge cycles. 


diligence, | was successful. | gave Bob-O the battery 
pack, after marking the connections on top so | would 
know what color wire went where. 


Bob-O took the battery pack and put it on his Maha 
battery charger. It can charge nearly any size and 
configuration of rechargeable battery larger than AAs. 
We also use a different Maha charger designed 
specifically for AA and AAA rechargeables for our small 
flashlights and radios. Both chargers have a feature 
that runs batteries through a cycle of total charge and 
then total discharge. Bob-O charged and discharged 
the vacuum cleaner’s NiCd battery pack several times. 


Lightweight Sucker 

Two days later, he returned the battery pack to me. | 
reassembled the vacuum cleaner. At the end of 
assembly, | had two screws left over. Oh well—I did my 
best. The test run was flawless. The vacuum cleaner 
really worked! Oh, not as well as my big one, but | didn’t 
expect that. 


Our patterned rug in the living room is mostly dark 
shades of blue. There is a navy blue runner in front of 


Home & Heart 


the wood stove. These areas really show wood chips or 
shoe and dog detritus. The little vacuum picks up the 
hair and dirt clods and wood bits very well. It’s amazing 
how much better that room looks if those areas are 
vacuumed. The Boss Lite only weighs four pounds 
(1.8 kg). It’s so easy to just grab it and spot clean the 
rugs. It has a plastic dirt reservoir that easily unsnaps 
and empties, with no replacement bags. 


When the vacuum cleaner loses suction power after 
several uses (about 20 minutes total), | turn it on and 
put it in the bedroom, where | don’t have to hear it, and 
let it run completely down. | then put it on the 
holder/charger. The wall cube on the charger says it 
draws a maximum of 6 watts, but we measured the 
charger unit, and it uses only 2.2 watts. | let it charge 
overnight, remove it from the charger, and use it when 
needed, keeping it off the charger until it’s completely 
discharged. | haven’t taken it to the other house yet. | 
like it too much to leave it over there for now. 


Recycle, Reuse, Repair 

If you are going to spend real money on a new cordless 
appliance, you should be looking for units with nickel 
metal hydride (NiMH) batteries. These batteries do not 
have the memory effect of NiCd batteries, and they are 
far more benign to the environment when they finally do 
wear out. If you choose not to buy a cordless appliance 
because it does not have nickel metal hydride batteries, 
be sure to let the manufacturer know why they didn’t 
get your money. Consumer demand is a real change 
motivator—use it. 


Before you discard that cordless “whatever” that uses 
NiCds, try the charge/discharge cycling trick. You may 
get your “whatever” back. Remember—recycle, reuse, 
repair. It feels good. 


Access 

Kathleen Jarschke-Schultze is learning Tarot at her 
home in Northernmost California, c/o Home Power 
magazine, PO Box 520, Ashland, OR 97520 
kathleen.jarschke-schultze@homepower.com 


LOWEST PRICES UNDER THE SUN! 
». Solar Electric Inc. 


' 5555 Santa Fe St. #D, San Diego, CA 92109-1602 USA 
858-581-0051, 858-581-6440 fax, 1-877-842-5678 TOLL FREE FAX 


i E & www.solarelectricinc.com, email: solar@cts.com 


1-800-842-5678 


Best Selection! Lowest Prices! Guaranteed! 
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By Lloyd Kahn, Blair Allen, & Julie Jones 
Reviewed by Michael Welch 


©2001 Michael Welch 


bout one-fourth of the more than 

110 million housing units in the 

United States have septic or 
cesspool systems for dealing with 
household wastewater. Of these, 10 
percent are malfunctioning or inoperable. 


That's a lot of funky wastewater systems. | have long 
wondered about septic systems. | recall my dad 
bemoaning that he had to have one, and the pumper 
truck that came every year or two to empty the tank. Our 
system had problems, especially during the holidays, 
when ugly smelling liquid would bubble up through the 
drain of the shower stall when the toilet was flushed. And 
later, my folks were upset at the cost of hiring a backhoe 
to dig new leach lines in our back yard. 


When this book arrived, | dove right in to find out exactly 
what these systems were and how they worked. | started 
with two questions in my mind—both were answered and 
more. The first was how to find my septic tank. The 
previous owner of my home told me, “It’s over there 
somewhere,” while waving his finger to the east of the 


house. So | had a rough idea, but the book told me how 
to poke the ground with a piece of rebar and follow the 
house waste pipe or the drainfield pipes back to the tank. 


My second question was whether my system will be 
better off if | conserve on water use as much as possible. 
The answer is yes, generally speaking. The less water 
you use, the longer the retention time in the tank for 
better separation of solids, and the better the anaerobic 
digestion in the tank. Aerobic digestion in the soil of the 
drainfield benefits from this retention time too. But more 
important than using less water is minimizing the solids 
that go into the tank. 


A common concern among septic system owners is 
whether or not to use chemicals in the system. Don't 
worry too much about household cleaners going down 
the drain. Even though bacteria don’t like such things, 
they have little effect on the health of the system. But 
don't use this as an excuse to use other than earth- 
friendly household cleaners. The stuff still ends up in the 
environment when sludge is removed, or if it is dissolved 
and goes to the drainfield with the effluent. 


This book is easy and even fun to read. It is illustrated by 
Peter Aschwanden, who also did the illustrations for the 
classic John Muir book, How to Keep Your Volkswagen 
Alive. \t does a pretty good job of avoiding the potty jokes 
and puns that you might expect in such a non-scholarly 
book. 


It explains how and what the tank and drainfield do, and 
goes deeply into system maintenance and failure. It also 
contains chapters on greywater, composting toilet 
systems, the history of waste disposal, and small-town 
system upgrades. It has excellent access info, a 
glossary, and a comprehensive bibliography. 


This is a great book. Read it, and you will understand that 
septic system maintenance is something that should be a 
periodic chore. Even if your septic system appears to be 
Operating properly (as in, “Hey, it works great, | never 
have to pump it!”), it could very well be on the verge of 
filling with solids and possibly sending sludge into the 
drainfield. And a clogged drainfield can be very difficult 
and expensive to fix. Buy this book as cheap insurance. 


Access 

The Septic System Owner's Manual, by Lloyd Kahn, Blair 
Allen, & Julie Jones. ISBN 0-936070-20-X. 163 pages. 
US$14.95 plus $3.95 shipping charges from Shelter 
Publications, PO Box 279, Bolinas, CA 94924 
800-307-0131 or 415-868-0280 * Fax: 415-868-9053 
shelter@shelterpub.com * www.shelterpub.com 


Reviewer: Michael Welch, c/o Redwood Alliance, PO Box 
293, Arcata, CA 95518 * 707-822-7884 
michael.welch@homepower.com 

www.igc.org/redwood ro 


120 


Home Power #82 ¢ April / May 2001 


WO/AE PTE DW ss 


Happenings 


INTERNATIONAL 

Free instructions, photos, drawings, & specs to 
build solar cookers & water systems with local 
materials purchased with local currency. Sunstove 
www.sungravity.com 


Green Empowerment finances microhydro power 
projects & other renewable energy projects in the 
third world. We are continuing the work of Ben 
Linder in Nicaragua & working with indigenous 
groups in the Philippines & Borneo. Volunteers 
needed to work on projects in developing countries. 
www.greenempowerment.org 


Solar On-Line Internet-based courses. Revolving 
basis, year-round. PV Technology & Opportunities; 
PV Systems Design Basics; PV Systems Design: 
Professional; Solar Homes: Healthy Buildings; 
Solar Energy for Global Development. S6L, 

PO Box 217, Carbondale, CO 81623 

Fax: 559-751-2001 * SoL@SoLenergy.org 
www.SoLenergy.org 


CANADA 

April 2—7, ‘01; Solar, Wind, & Water Power For 
Off-Grid Living; Lasqueti Island, BC. Site analysis, 
system sizing, equipment, appliances, lab 
exercises, & tours. See “COLORADO?” for Solar 
Energy International (SEI) access * Local housing 
& logistics: Melinda Auerbach, Morewater Road, 
Lasqueti Island, BC VOR 2J0 Canada * 250-333- 
8898 + Fax: 250-333-8670 * melinda@lasqueti.net 


Alberta Sustainable House; open house 3rd & 4th 
Saturdays, 1-4 PM. Cold-climate features & 
products for health, environment, conservation, RE, 
recycling, low energy, self-sufficiency, appropriate 
technology, autonomous & sustainable housing. 
Free. 9211 Scurfield Dr. NW, Calgary, AB T3L 1V9 
Canada * 403-239-1882 * Fax: 403-547-2671 
jdo@ucalgary.ca * www.ucalgary.ca/~jdo 


The Institute for Bioregional Studies demonstrates 
& teaches ecologically oriented, scientific, social, & 
technological achievements. IBS, 393 University 
Ave., Charlottetown, PEI C1A 4N4 Canada 
902-892-9578 


Vancouver Electric Vehicle Association. Call for 
meeting info. PO Box 3456, 349 West Georgia, 
Vancouver, BC V6B 3Y4 Canada * 604-878-9500 
info@veva.bc.ca * www.veva.bc.ca 


INDONESIA 

November 7-10, ‘01; Renewable Energy 
Indonesia, Jakarta. RE showcase, part of Electric 
Indonesia trade show. Overseas Exhibition 
Services, 11 Manchester Sq., London, U.K. WiM 
5AB « +44 (0)20 78622090/2000 

Fax: +44 (0)20 78622098/2001 
indonesia@montnet.com * www.montnet.com 


JAPAN 

November 11-16, ‘01; Enviro Shiga 2001. 
Nagahama Dome, Shiga, Japan. International 
environmental business exhibition, incl. RE, water 
conservation, waste reuse & recycling, 
environmental monitoring, & environmentally sound 
products. Shiga Env. Business Exhibition Assoc., 
Shiga Pref. Gove Bldg. 4-1-1, Kyomachi, Otsu City, 
Shiga, 520-8577, Japan * +81-77-528-3793 + Fax: 
+81-77-528-4876 * www.pref.shiga.jp/event/messe 


NETHERLANDS 
May 8-10, ‘01; Sustain 2001: World Sustainable 


Energy Exhibition & Conference, Amsterdam 
sustain2001@rai.nl 


NICARAGUA 

July 31—Aug 10, ‘01 (repeated Jan. ‘02). Course on 
solar energy in Nicaragua. Intro to PV for 
developing countries, course offers lectures, field 
experience, & eco-tourism. Taught in English by Dr. 
Richard Komp & Professor Susan Kinne. US$850. 
Contact Barbara Atkinson * 215-942-0184 
lightstream@igc.org 


RUSSIA 

May 28-30, ‘01; Russian Technologies For 
Industrial Applications—Renewable Energy; St. 
Petersburg; One of series: “Results of Fundamental 
Research for Investments” workshops for 
implementing non-traditional RE technologies. By 
The Russian Foundation for Basic Research & St. 
Petersburg United Research Center. Info: Prof. S. 
G. Konnikov, 194021, St. Petersburg, 
Polytekhnicheskaya 26 * 812 247 99 68 

Fax: 812 247 58 94 * IWRFRI@pop.ioffe.rssi.ru 
www.ioffe.rssi.ru/IWRFRI 


SWITZERLAND 

May 28-30, ‘01; Montreux Energy Roundtable, 
Montreux, Switzerland. Montreux Energy Limited, 
100 New Kings Rd., London SW6 4LX, UK 
(44-20) 7348 6083 + Fax: (44-20) 7348-6080 
www.MontreuxEnergy.com 


NATIONAL U.S. 

May 19-26, ‘01; American Tour de Sol, solar race: 
Waterbury, CT to Pittsfield, MA to Albany, NY for 
festivals. Then east to Greenfield & to festivals at 
Worcester & Boston, MA. NESEA, 50 Miles St., 
Greenfield, MA 01031 * 413-774-6051 

Fax: 413-774-6053 * nhazard@nesea.org 
www.nesea.org 


May 15-17, ‘01; Solar Express 2001; Topeka, KS to 
Jefferson City, MO. Solar bikes with & w/o pedals & 
bodies. Info: 800-606-8881 * www.solarbike.org 
hq@solarbike.org 


July 15-25, ‘01; American Solar Challenge, solar 
race on historic Rt 66: Chicago, IL to Los Angeles, 


CA. 3 starts: Chicago, IL; Rolla, MO; & Barstow, CA. 


Info: 800-606-8881 »* hg@formulasun.org 
www.formulasun.org 


Pollution Prevention Video Series. Appalachia 
Science in the Public Interest offers 42 videos, incl. 
Solar Dry Composting Toilets, Solar Hot Water 
Systems, PV, Solar Space Heating, Solar-Powered 
Automobile, Quilted Insulated Window Shades, & 
more. US$25 + S&H, broadcast-quality tapes 
available. ASPI Publications, 50 Lair St., Mt. 
Vernon, KY 40456 * 606-256-0077 * Fax: 
606-256-2779 + aspi@kih.net * www.kih.net/aspi 


American Wind Energy Association. Info about U.S. 
wind industry, membership, small turbine use, & 
more * www.awea.org 


State financial & regulatory incentives for RE: 
reports. North Carolina Solar Center, Box 7401 
NCSU, Raleigh, NC 27695 + 919-515-3480 

Fax: 919-515-5778 * www.ncsc.ncsu.edu/dsire.htm 


Energy Efficiency & Renewable Energy 
Clearinghouse (EREC): Insulation Basics (FS142), 
New Earth-Sheltered Houses (FS120), PV: Basic 
Design Principles & Components (FS231), Cooling 
Your Home Naturally (FS186), Automatic & 


Programmable Thermostats (FS215), & Small Wind 
Energy Systems for the Homeowner (FS135). 
EREC, PO Box 3048, Merrifield, VA 22116 
800-363-3732 * TTY: 800-273-2957 
energyinfo@delphi.com * www.eren.doe.gov 


Energy Efficiency & Renewable Energy Network 
(EREN): links to gov. & private internet sites & “Ask 
an Energy Expert” online questions to specialists. 
800-363-3732 * www.eren.doe.gov 


Green Power Web site: deregulation, green 
electricity, technology, marketing, standards, 
environmental claims, & national & state policies. 
Global Environmental Options & CREST 
www.green-power.com 


National Wind Technology Center. Assisting wind 
turbine designers & manufacturers with 
development & fine tuning. Golden, CO 
303-384-6900 * Fax: 303-384-6901 


Tesla Engine Builders Association: info & 
networking. Send SASE to TEBA, 5464 N. Port 
Washington Rd. #293, Milwaukee, WI 53217 
teba@execpc.com * www.execpc.com/~teba 


Sandia’s Stand-Alone Photovoltaic Systems Web 
site: recommended design practices, PV safety, 
balance-of-system technical briefs, battery & 
inverter testing * www.sandia.gov/pv 


Solar Energy & Systems. Fundamentals of Small 
RE: Internet college course. Weekly assignments 
reviewing texts, videos, WWW pages, & email 
Q&A. Mojave Community College * 800-678-3992 
lizeaw@et.mohave.cc.az.us 
www.solarnmc.mohave.cc.az.us 


Federal Trade Commission (free pamphlets): 
Buying An Energy-Smart Appliance, Energy Guide 
to Major Home Appliances, & Energy Guide to 
Home Heating & Cooling. Energy Guide, FTC, Rm 
130, 6th St. & Pennsylvania Ave. NW, Washington, 
DC 20580 * 202-326-2222 + TTY: 202-326-2502 
www.ftc.gov 


Solar Curriculum for schools. 6 week science 
curriculum or individual sessions—free! Over 30 
classroom presentations & demos using free or 
low-cost materials. Susan Schleith, Florida Solar 
Energy Center * 321-638-1017 * www.fsec.ucf.edu 


ALABAMA 

Centre, AL. The Self-Reliance Institute of NE 
Alabama seeks people interested in RE, earth- 
sheltered construction, & other self-reliant topics. 
SINA, 6585 Co Rd. 22, Centre, AL 35960 


ARIZONA 

August 8-10, ‘01. Flagstaff, Arizona. Third annual 
Southwest Renewable Energy Fair. At the NAU 
campus in conjunction with a national RE 
conference. Greater Flagstaff Economic Council, 
1300 South Milton Rd., Suite 125, Flagstaff, AZ 
86001 * 800-595-7658 or 520-779-7658 

Fax: 520-556-0940 * swref@gfec.org 
www.gfec.org 


Glendale & Scottsdale, AZ. Living with the Sun: 
Lecture series by AZ Solar Energy Assoc. History & 
current overview of concepts, design, applications, 
& technologies on solar heating/cooling, 
architecture, landscaping, PV, & cooking. 7-9 PM, 
first Wed. of every month at Glendale Foothills 
Branch Library, & third Tuesday of every month at 
Scottsdale Redevelopment & Urban Design Studio. 
Jim Miller * 480-592-5416 


Tax credits for solar in AZ. A technician certified by 
the AZ Department of Commerce must be on the 
job site. ARI SEIA 602-258-3422 


ARKANSAS 
Sun Life Constr. by Design: Seminars 3rd Sunday 
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of each month on our passive solar earth-sheltered 
project. Hands-on seminars incl. ferro-cement, 
building dwellings for minimal materials expense. 
Loren Impson, 71 Holistic Hollow, Mt. Ida, AR 
71957 * 870-867-4777 * loren@ipa.net 
www.Sun4Life.com 


CALIFORNIA 

May 12-14, ‘01; Take Your Bedroom Off the Grid; 
Arcata, CA. Hands-on workshop: How to install PV 
as your budget allows. By Johnny Weiss. Redwood 
Alliance, PO Box 293, Arcata, CA 95518 
707-822-7884 * redwood.alliance@homepower.com 
www.igc.org/redwood 


Arcata, CA. Campus Center for Appropriate 
Technology, Humboldt State University. Ongoing 
workshops & presentations on alternative, 
renewable, & sustainable living. CCAT, HSU, 
Arcata, CA 95521 * 707-826-3551 
ccat@axe.humboldt.edu * www.humboldt.edu/~ccat 


Energy Efficiency Building Standards for CA. 
CA Energy Commission * 800-772-3300 
www.energy.ca.gov/title24 


COLORADO 

Carbondale, CO. SEI: hands-on workshops. 1 & 2 
week sessions. PV Design & Installation, Advanced 
PV, Wind Power, Microhydro, Solar Cooking, 
Environmental Building Technologies, Solar Home 
Design, & Straw Bale Construction. Solar Energy 
International (SEI), PO Box 715, Carbondale, CO 
81623 * 970-963-8855 * Fax: 970-963-8866 
sei@solarenergy.org * www.solarenergy.org 


FLORIDA 

April 28, ‘01; 2nd Annual Electric Car Rally, Fort 
Pierce, FL. Sponsored by Grassroots Electric 
Vehicle Club. Steve Clunn, 1918 S. 34th St., 

Fort Pierce, FL 34947 + 561-465-1982 
1sclunn@email.msn.com * www.grassrootsev.com 


ILLINOIS 

April 20, ‘01; S. IL Univ. Earth Day, Carbondale, IL. 
Info: Aur Beck + 618-893-4087 
power@midwest.net 


April 22, ‘01; Southern Sustainable Fair, Turley 
Park, Carbondale, IL. Info: Aur Beck 
618-893-4087 * power@midwest.net 


April 26-27, ‘01; PV Utility Intertie Class, Davis 
Caves, Armington, IL. Info: Jeff Green 
815-469-5334 « Jeff_Green@msn.com 


April 28, ‘01; Davis Caves Earth Fest. Info: 
Ruthanne Davis * 309-392-2574 
earthfest@daviscaves.com * www.daviscaves.com 


April 29, ‘01; Stelle Earth Day Tours, Stelle, IL. 
Tours from 11 to 4. Contact: Kelly Greenlee, 
SunWize Technologies, #1 Sun St., Stelle, Il 60919 
815-256-2224 + kgpv@stelle.net 


IOWA 

July 1-Sept. 31, ‘01; lowa Electrathon season. 
Registration US$44 incl. fees for all events, 
insurance, rule book, manual, & newsletter 
subscription. lowa Electrathon, Nora Johnson, 
CEEE, Univ. of Northern lowa, Cedar Falls, IA 
50614 * 319-273-7575 * electrathon@uni.edu 


Prariewoods & Cedar Rapids, IA. lowa Renewable 
Energy Association meets 2nd Sat. every month at 
9 AM. All welcome. Call for schedule changes. 
IRENEW, PO Box 355, Muscatine, IA 52761 
319-288-2552 + irenew@irenew.org 
www.irenew.org 


KANSAS 

May 9-11, ‘01; Formula Sun Grand Prix; Topeka 
Heartland Park Racetrack. Solar vehicles try to get 
the most total miles. Technical checks May 7 & 8. 


Qualify for Solar Challenge. Info: 800-606-8881 
hq@formulasun.org * www.formulasun.org 


May 11-13, ‘01; Solar BikeRayce; Topeka Heartland 
Park Racetrack. Solar bikes with & w/o pedals & 
bodies. Qualifier for Solar Express (see “NATIONAL 
U.S.”). Info: 800-606-8881 * www.solarbike.org 
hq@solarbike.org 


KENTUCKY 

Livingston, KY. Appalachia—Science in the Public 
Interest. Projects & demos in gardening, solar, 
sustainable forestry, more. ASPI, Rt 5 Box 423, 
Livingston, KY 40445 »* Phone/Fax: 606-453-2105 
aspi@kih.net * www.kih.net/aspi 


MASSACHUSETTS 

Greenfield Energy Park needs help preserving the 
historic past, using today’s energy & ideas, creating 
a sustainable future. Greenfield Energy Park, 
NESEA, 50 Miles St., Greenfield, MA 01301 
413-774-6051 * Fax: 413-774-6053 
nhazard@nesea.org * www.nesea.org 


MICHIGAN 

Tillers International, classes in draft animal power, 
small farming, blacksmithing, & woodworking. 5239 
S 24th St., Kalamazoo, MI 49002 + 616-344-3233 
Fax: 616-344-3238 « TillersOx@aol.com 
www.wmich.edu/tillers 


MISSOURI 

June 3-5, ‘01; Energy 2001: Kansas City. Energy 
Efficiency Workshop & Exhibition * 410-997-0763 
Fax: 410-997-0764 » energy@epponline.com 
www.energy2001.ee.doe.gov 


MONTANA 

August 20-25, ‘01; Biodiesel Workshop, Max Farm, 
Superior, MT. Incl. biodiesel & straight vegetable oil. 
See “COLORADO” for SEI access * SEI Biodiesel 
Coordinator: David Max * zenfuel@yahoo.com 


Whitehall, MT. Sage Mountain Center: seminars & 
workshops, one day, inexpensive sustainable home 
building, straw bale const., log furniture, cordwood 
const., PV, more. SMC, 79 Sage Mountain Trail, 
Whitehall, MT 59759 * Phone/Fax: 406-494-9875 
cborton@sagemountain.org 


NEW HAMPSHIRE 

Spinning a Web of Solar Spirits; workshops on living 
with the sun. 1st Wed. of every month. Sunweaver, 
1049 1st, NH Turnpike, NH 03261 * 603-942-5863 
Fax: 603-942-7730 * fonature@tiac.net 


NEW MEXICO 

Moriarty, NM. Workshops on RE, energy 
conservation, sustainable living, & energy 
independence. “Proffit” From The Sun 
505-281-1300 days * 505-832-1575 eves & 
weekends = proffit@flash.net 
www.proffitfromthesun.com 


July 18-20, ‘01; PV Systems Symposium; 
Albuquerque; reduce system costs, increase 
reliability, improve performance, remove barriers, 
& grow sustainable markets. Info: Connie Brooks, 
505-844-4383 + cjbrook@sandia.gov 


NORTH CAROLINA 

Saxapahaw, NC. How to Get Your Solar-Powered 
Home: Seminars 1st Sat. of each month. Solar 
Village Institute, PO Box 14, Saxapahaw, NC 27340 
336-376-9530 * Fax: 336-376-1809 
solarvil@netpath.net 


NEW YORK 

April 16-21, ‘01; PV Design & Installation, Ashokan 
Field Campus, Woodstock NY. Site analysis, system 
sizing, equipment, appliances, demonstrations, lab 
exercises, & hands-on installation. See 
“COLORADO” for SEI access 


April 21, ‘01; North Country Sustainable Energy 
Fair, Canton Middle School, Canton, NY. Tours of 
solar homes April 22. Keynote by Ed Smelloff. 
Workshops and exhibits on RE production & 
conservation. Info: Scott Shipley * 315-386-4928 
shipleyscott@hotmail.com * www.ncenergy.org 


July 24-25, ‘01; Increasing Productivity through 
Energy Efficiency; Tarrytown. ACEEE 2001 
Summer Study on Energy Efficiency in Industry. 
rlunetta@erols.com * www.aceee.org 


OHIO 

Perrysville, OH. RE classes: 2nd Sat. each month. 
Straw bale class 3rd Saturday, April-September. 
Solar Creations, 2189 SR 511 S., Perrysville, OH 
44864 + 419-368-4252 * www.bright.net/~solarcre 


OREGON 

Sept. 15, ‘01; Roseburg, OR. Aternative Energy 
Fair, Umpqua Community College. 
dallasit@internetcds.com 


April 21, ‘01; Columbia Gorge Earth Day, 
Renewable Energy Fair, Earth Day Run; downtown, 
Hood River; electric cars, electric bikes, hybrid cars, 
& other enviro info; Columbia Gorge Earth Network, 
PO Box 276, Hood River, OR 97031 
earthnetwork@gorge.net 
www.gorge-earth-network.org 


May 19, ‘01; John Day, OR. Annual tour of RE 
homes, EORenew, PO Box 485, Canyon City, OR 
97820 + 541-575-3633 + info@solwest.org 
www.solwest.org 


EORenew Workshops, ‘01; John Day, OR. June 
1-3: Simple Solar Water Heating, a hands-on 
installation workshop. July 25-27: Pre-SolWest 
workshop; Upgrade our office to solar! A hands-on 
class will do an energy efficiency and solar upgrade 
to make an office cost-effective. July 30: John Day, 
OR. Post-SolWest workshop. How to instrument 
your system for continuous data logging. 

See above for EORenew access. 


July 28-29, ‘01; John Day, OR. SolWest 
Renewable Energy Fair. Over 80 exhibits, 
demonstrations, workshops, & “Tour de John Day” 
electrathon race. See above for EORenew access. 


September 8, ‘01; Seneca, OR. Oregon Tree 
Farmers of the Year. Sustainable forestry and 
sustainable living tour at Lance and Jennifer 
Barker’s Morning Hill Forest Farm. See above for 
EORenew access. 


Cottage Grove, OR. Advanced Studies in 
Appropriate Technology, 8 weeks, 4 students per 
quarter internship. Aprovecho Research Center, 
80574 Haxelton Rd., Cottage Grove, OR 97424 
541-942-0302 + dstill@epud.org 
www.efn.org/~apro 


June 4—August 13, ‘01; Cottage Grove, OR. 10 
week course researching & developing improved 
A.T. devices for NGOs in third world. Work on real 
problems, creating original contributions. See 
above for Aprovecho access 


April-July; Energy Education Training. Locations in 
OR & WA. Classes: Addressing Residential 
Customer High Bill Complaints, Energy Auditor 
Training, Non-Intrusive HVAC Testing, Sizing 
Residential HVAC Equipment & Duct, Residential 
Water Conservation, Commercial Building Data 
Logging, Energy Management Certificate, Building 
Operator Certification, EZ Sim-Billing Analysis 
Software, Electricity from the Sun. Info: Northwest 
Energy Efficiency Alliance, Lane Community 
College, 4000 E. 30th Ave., Eugene, OR 97405 
800-769-9687 or 541-988-4729 * Fax: 
541-988-4723 » neei@lanecc.edu * www.nweei.org 
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August 10-20, ‘01. Williams, OR. Advanced 
Permaculture Design Certificate Course—Keyline 
Water Management: A Whole Systems Approach. 
For those who want to become more competent 
designers. Cost: US$1,100 incl. 3 homegrown 
meals a day, camping, course materials, & field 
trips. Seven Seeds Farm, 3220 East Fork Rd., 
Williams, OR 97544 * 541-846-9233 
sevenseeds7@hotmail.com 


RHODE ISLAND 

An energy co-op is being organized to provide 
renewable electricity, energy efficiency & 
conservation services, & group purchases of 
“Energy Star” appliances and related products. 
Info: Erich Stephens * 401-487-3320 
erich@sventures.com 


TENNESSEE 

April 23-28, ‘01; PV for Ecovillages workshop for 
the off-grid home. Lectures, labs, & hands-on 
instruction. Eco Village Training Center at The 
Farm in Summertown. See “COLORADO?” for SEI 
access 


Summertown, TN. Kids to the Country: a nature 


study program for at-risk urban Tennessee children. 


Sponsorships & volunteers welcome. The Farm, 
Summertown, TN 38483 + 931-964-4391 
Fax: 931-964-4394 + ktcfarm@usit.net 


TEXAS 

Sept. 28-30, ‘01; Texas RE Roundup, 
Fredericksburg. Exhibits, demonstrations, 
workshops, tours. Texas RE Industries Assoc. & 
Texas Solar Energy Society, PO Box 9507, Austin, 
TX 78766 * 512-345-5446 + Fax: 512-345-6831 
R1346@aol.com 
www.renewableenergyroundup.com 


El Paso Solar Energy Association bilingual Web 
site. Info in Spanish on energy & energy saving 
www.epsea.org 


EI Paso Solar Energy Association: meetings 
normally held 1st Thurs. of each month. EPSEA, 
PO Box 26384, El Paso, TX 79926 + 915-772-7657 
epsea@txses.org * www.epsea.org 
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Houston Renewable Energy Group: meets last Sun. 


of odd-numbered months at TSU Engineering 
Building, 2 PM. HREG, PO Box 580469, Houston, 
TX 77258 ° jferrill@ev1 .net 
www.txses.org/hreg/HREGhome.htm 


VERMONT 

June 1-22, ‘01; Sustainable Design, Building, & 
Land Use; Plainfield, VT. Explores the history of 
agriculture, social ecology & design, organic 
agriculture, appropriate technology, alternative 
building, permaculture, ecological restoration, & 
more. Institute for Social Ecology * 802-454-8493 
www.social-ecology.org 


July 11-14, ‘01; PV System Installation: A hands-on, 


how-to installation to supplement distance learning 
with practical hands-on skills. SOL, PO Box 217, 
Carbondale, CO 81623 « Fax: 559-751-2001 
SoL@SoLenergy.org * www.SoLenergy.org 


July 14-15, ‘01; SolarFest: Energy Fair & Solar- 
Powered Music Festival; solar energy workshops, 
sustainable living exhibits, music, child’s activities, 
more. Middletown Springs, Vermont. Info: 
802-235-2050 + wwwsolarfest.com 


WASHINGTON, DC 

April 19-21, ‘01; Renewable Energy for the 
Developing World, by Solar Energy International. 
Info: ASES, 2400 Central Avenue, Suite G-1, 
Boulder, CO 80301 * Fax 303-443-3212 
www.solarenergyforum.org 


April 22-23, ‘01; Small Fuel Cells & Battery 
Technologies for Portable Power Applications 
symposium, Renaissance Hotel. The Knowledge 
Foundation, 18 Webster St., Brookline, MA 02446 
717-232-7400 * Fax: 617-232-9171 
custserv@knowledgefoundation.com 
www.knowledgefoundation.com 


June 3-7, ‘01; Windpower 2001: Annual meeting of 
the American Wind Energy Association. Grand 


Hyatt. AWEA, 122 C St. NW Suite 380, Washington, 


DC 20001 * 202-383-2500 
laura_keelan@awea.org * www.awea.org 


WASHINGTON STATE 
Energy Education Training, locations in WA & OR. 
See OR entry for info. 


October 11-14, ‘01, Guemes Island, WA; 
Microhydro workshop. Class & labs followed by 
tours, incl. Canyon Industries, turbine manufacturer. 
US$400. See “COLORADO” for SEI access * Local 
coordinator: lan Woofenden, PO Box 1001, 
Anacortes, WA 98821 + 360-293-7448 « Fax: 
360-293-7034 * ian.woofenden@homepower.com 


October 15-20, ‘01; Guemes Island, WA: PV 
Design & Installation workshop. Site analysis, 
system sizing, equipment, appliances, 
demonstrations, lab exercises, & a complete hands- 
on installation. US$550. See “COLORADO” for SEI 
access. See above for local coordinator. 


October 22-27, ‘01; Guemes Island, WA: Build Your 
Own Wind Generator workshop, with Hugh Piggott; 
of Scoraig Wind Electric, Scotland. US$550. See 
“COLORADO?” for SEI access. See above for local 
coordinator. 


WISCONSIN 

Amherst, WI. Midwest Renewable Energy 
Association (MREA) workshops. April 6-7, Wind 
Power for Rural Areas. May 5, Basic PV. May 6, 
Intermediate PV. May 26, Solar Hot Water 
Installation. June 10, Solar Water & Space Heating. 
June 11-15, Utility Intertie Wind Installation. June 
16-20, Advanced PV installation. Call for cost, 
locations, instructors, & further workshop 
descriptions. Significant others half price. MREA, 
7558 Deer Rd., Custer, WI 54423 + 715-592-6595 
Fax: 715-592-6596 * mreainfo@wi-net.com 


June 22-24, ‘01; Renewable Energy & Sustainable 
Living Fair (MREF), Amherst, WI. Exhibits, 
workshops, & demonstrations. The best fair. MREA, 
7558 Deer Rd., Custer, WI 54423 + 715-592-6595 
Fax: 715-592-6596 * mreainfo@wi-net.com 


June 23, ‘01, Amherst, WI. Xantrex Technology Inc. 
would like to invite dealers of Trace products to an 
open house discussion forum at MREF after show 
hours on Saturday. Due to space, attendance will 
be limited. Please stop by the Xantrex booth with 
your business card to receive your invitation. 


VAN ANNAN AN 


Harris Hydroelectric 
Hydro- -Power for Home Use 


Works with heads as low as 10 feet + Price starts at $750 


New Features: 
17 bucket reshaped Pelton wheel 
Powder coated castings 
More efficient stator in high output models 


632 Swanton Road 
Davenport, CA 95017 
E 831-425-7652 


Coming Soon: Efficient, variable-strength, 
permanent magnet alternator 
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The Wizard Speaks 


the Aisard 
speaks... 


‘we’ Energy Resources 


With the recent shortages of electricity 
in California, it has become clear that the production of 
energy cannot remain solely in the hands of private 
industry. These shortages, along with rising natural gas 
prices, have shown that both state and federal 
governments need to play a part in the production and 
delivery of energy resources. 


Instead of tax cuts, government budget surpluses 
should be used for solar and wind energy installations. 
These could be backed up by fuel cells using stored 
hydrogen. The hydrogen would be created by these 
same solar and wind installations. This process could 
be instituted quickly with modular installments of 
complete systems. 


The energy produced could then be sold to local utilities 
at fair market rates. This would allow the government to 
stabilize energy prices, and still partially recoup its initial 
investment. When economies of scale begin to have 
their effect, it may be possible to attain complete 
payback in thirty years or less. 


Such government investment in energy resources 
would have more than just an economic benefit. It 
would also have environmental and social value. A 
clean, continuous, and fairly priced energy source is 
necessary for social and economic progress. Energy is 
far too vital a commodity to be subject to a profit-only 
oriented market. 


SOLAR COOLING 


WITH 


SOLAR CHILL 


ULTRA LOW ENERGY — 25 TO 80 WATTS! 


The most efficient coolers on the planet. 
12 & 24 Volt DC Evaporative Coolers 
For Your Home or Vehicle (KAR KOOL) 


Call SOUTHWEST SOLAR 
(520) 885-7925 Tuscon, Arizona, USA 


southwest-solar.com 
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LCB-8 MPPT 


LOCK-UP LS OOoRn ET ee 
(iL LU ALOU 2h LULU BAED | 


Model LCB-8 MPPT Linear Current Booster 


* Reliable operation 
* Float switch control 


¢ Maximum Power Point Tracking 
¢8 amp, 12 or 24 volt fused output 
¢ 20% current boost, or more ¢ Weather resistant 
¢ Start & run pumps on cloudy days ¢ Fully protected 
¢ Greatly improves solar water pumping ¢5 year warranty 


WE B. Z. Products, Inc. 
| ez 7614 Marion Ct., St. Louis, MO 63143, USA 
=~ tel: 314-644-2490, e-mail: bzp @inlink.com 


Do You Need Batteries?... 
RAE Storage Battery Company 


Since 1943... Quality & Service 
Surrette Solar 1, 400 Series, Type CH 375 - L16 


Engineered under careful guidelines 
by Dave Surrette - Family owned 
business Est. 1935 


Dyno Batteries 


Custom Built Superior Deep Cycle Batteries 
from M. Knowlton family Since 1933. 
Seattle, Washington 


If you need Competitive Pricing 
& Prompt Delivery call: 
860-828-6007 


Fax 860-828-4540 
51 Deming Rd., POB 8005, 
Berlin, CT 06037 


RV, Marine 
or Cottage 
Solar 
Charging Kits 


Canadian SIEMENS Solar Authorized Dealer 
System Design, Sales and Installation 


12 VOLTS Call 1-888-703-8391 


Charge your 
batteries 
with sunlight 
using... 


POWERLESS, 


CALL US... 


ALMOST ANY 
PROBLEM! 


Energy Outfitters Ltd. - 800 GO-SOLAR (467-6527) 


PO Box 1888 - 136 S. Redwood Hwy. - 
Cave Junction, OR 97523 - 


- Phone: 541/592-6903 
FAX: 541/592-6747 


www_energyoutfitters.com - email: sales@energyoutfitters.com 


Self-Reliant 


Intentional Communities 


Articles on self-reliant communities, ecovillages, cohousing, and 
more, by long-time community members and founders. 
Communities seeking members in North America and abroad. 
Quarterly, $20 year + $6 single issue. 


Communities, 138-H Twin Oaks Rd, Louisa VA 23093; 540-894-5798 


| Earn a degree in Renewable Energy 


wi a conceninaton in Poofovaitarc Design and iestaiiation 
Wheto years ov iess at ic; \ fs ‘i 
Ce 
San Juan College, Farmington, NM 
Classes start August 2000 


| # Prepare for a career with job opportunities in 


renewable BRergy DUSINEGSSes. equipment SLipply 
COMpanses, remote power feld sanice, utilities or 
intetnabloral agencies, 

#* Lear about solar electric (photovoltaic), solar thermal, 
wind, micro hydro, and hydrogen energy conversion, 


| *# Earn a 2 year AAS degree of 1 year certificate 


Both emphasize full NEC compliance, 


| * Combine science wih hands-on learning. 
| San Juan College ., , 


# [5 a progressive communily college located in 
the Four Comers. 
# Tuition $300/semester maximum out-of-state and 
S780 in-staie. Housing assistance available. 
information: 


Carl Bickford, (505) 566-3503 or (800) 241-6327 
bickfordi@isjc.cc.nm.us 
website: waw.sjc.cc.om.us/reng/index. html 
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Letters 


Blackout? 
What Blackout? 
| have a 7.2 KW solar-electric (PV) system 
that supplies all of the electricity for my NIMH 
EV1 electric vehicle, and most of the electricity for my 
house (30 KWH/day total). 


We were totally unaware of the rotating block outage that hit our 
house and neighborhood, so | called PG&E two days later to 
check. | was at work when the blackout hit. | couldn't do any work 
and was stuck in the dark. | called my spouse from my cell phone 
and she said the lights were on at home and she didn’t notice 
anything unusual. Well, as | later learned from PG&E, there was 
no power on in the whole neighborhood except at my house, 
where we didn’t even notice! 


The EV1 is a true zero emissions vehicle (TZEV) since | recharge 
from zero emissions electricity | generate myself. EVs (and 
compressed natural gas vehicles) can use the HOV lanes single 
occupancy because they are much cleaner than conventional 
cars. Even gasoline/electric hybrids aren’t allowed in the HOV 
lanes with a single occupant, because of the pollution. 


Of course, I’m still very concerned about California’s electricity 
and natural gas supply and cost problems. No man is an island. 
I'll have power at home, but the blackouts will still heavily impact 
me and others with blacked out residences, traffic lights, 
businesses, schools, etc. 


One of the wonderful things about a solar-electric system and a 
utility intertie system is that in a local way, it helps to prevent 
blackouts. The PV system’s electricity generation corresponds 
closely to the super-peak summertime load, putting power onto 
the grid at the time when it’s most desperately needed to avoid 
blackouts. The grid is effectively a 100 percent efficient battery for 
the PV system. If the PV system were not intertied with the grid, 
energy for non-daylight hours would be stored in batteries. 
Putting the energy into the batteries and taking it out results in 20 
to 30 percent loss of energy. So a grid intertie system is a 
wonderful symbiotic relationship. The PV supports the grid when 
the grid is at its weakest. And during nighttime hours, the 
residence takes power from the grid with no battery losses, at a 
time when the grid (normally) has excess capacity and wants to 
find users for this excess. 


There are clean non-polluting alternatives to the centralized 
power plants that take so long to build. Our PV system contract 
was signed on December 28, 1999. Our system was spinning the 
meter backwards, feeding energy onto the grid on March 1, 2000. 
About two months total, and we weren't even trying to do it 
quickly. Try getting a utility-scale power plant designed, approved, 
permitted, built, and online in two months time! Conventional 
power plants take several years from project start to operation if 
things go smoothly. 


With the current trends in utility rates, PV systems will have 
paybacks in less than seven years! A much wiser investment than 
a Lincoln Navigator! Governor Davis announced executive orders 
today providing US$50 million for rebates for construction of small 
renewable energy facilities and a 50 percent tax credit for 
homeowners and businesses that install renewable energy 
systems. See www0.mercurycenter.com/premium/front/docs/ 
davis09.htm. Mike Thompson « mikt@slip.net 


8th Grader Gets Wise 

In school | am involved in a project called ROGATE. In this 
program you must do in-depth research on a topic you have 
chosen. | chose to research solar energy, and how its benefits 
compare to conventional electricity. As a requirement, | must get 
my work published in at least two magazines. While searching on 
the Internet, | came across your Web site. 


Many people don’t realize that there are other energy sources in 
the world besides conventional electricity. | spent about five 
months researching, and found lots of interesting data. My 
hypothesis was that solar energy will be a benefit in the future 
due to its reasonable costs and minimal environmental impact. | 
contacted many scientists who work in the field, received packets 
of information, and found details on the Internet. | also found sites 
of people who disagreed with my hypothesis. 


| found many benefits when researching. They pertain to solar 
energy being renewable and more convenient: 


1. As long as the sun exists, there will be solar energy. 
2. Solar energy does not produce pollution and is cleaner. 


3. There are plenty of places to put the solar panels, such as 
rooftops and highways. 

4. The number of electricity outages would be reduced. 

Solar energy can also be used to heat water. 

6. Fossil fuel prices are rising, so as solar energy is used more, 
prices drop. 


7. The U.S. spends US$38 billion for oil/petroleum, but solar 
energy costs US$120 million a year. 

8. Licensed electricians help you install solar panels easily. 

9. Panels are thin, lightweight, and easy to handle. They can 
also be tilted or laid flat. 

10. Solar panels continuously generate electricity during daylight 
hours. 

11. The cost of solar energy will definitely become lower over the 
next few years. 

12. Solar energy has no harmful odors, and has easy-to-fix 
problems. 

13. It can also continuously generate without close attention for a 
long period of time. 

14. Solar energy can be combined with other power sources. 

15. The panels can withstand most severe weather conditions. 

16. More photovoltaic panels can be installed as you demand 
more. 


a 


This summary proves that my hypotheses is inconclusive because 
there is still much debate on the topic, and my hypotheses states 
“in the future,” meaning the results cannot be determined at the 
present time. Sincerely, Resha Soni, Grade 8, 161 South Hill Dr., 
Westampton, NJ 08060 


Hello Resha. Good work on your research. | have included your 
address in case others want to send you more information. 
Maybe by “in the future,” you mean as a major source of energy. | 
hope so, because really, solar energy is a source for here and 
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now. Many thousands of people get all their electricity from the 
sun, and many thousands more use it to heat water—right now! 
Good luck with your project, and enjoy seeing it in print. Michael 
Welch 


Hi Resha, Solar-electric panels have supplied my family with over 
half of its electricity for almost twenty years (wind generators 
provide most of the rest). Michael's right that thousands of people 
are using this technology now, and have been for years and even 
decades. It takes pioneers to show the rest of society what is 
possible. Many of us started when it didn’t make economic sense, 
but we knew it was the right thing to do. One T-shirt I’ve seen 
says, “We have the technology.” That's true. We just need to 
decide to use it. Thanks for your letter. See the next letter for 
some compelling reasons to use solar-electric systems. 

lan Woofenden 


Nails the California Energy Problem 

Dear California Assembly Member Christopher Wahgsaporn, It is 
good to hear that the assembly is seriously considering offering 
long-term incentives for photovoltaic systems as part of the total 
solution to the power crisis. 


| hope you and Assemblyman Strickland will be able to 
incorporate photovoltaic systems into a total long-term solution 
for keeping the lights on in California. Photovoltaic power is not a 
panacea by any means, but linking privately owned residential 
photovoltaic arrays into the overall power distribution system 
makes a lot of sense. 


Insistence upon using only large-scale power generation and 
saying that small-scale electrical power generation has no place 
in California’s energy infrastructure is shortsighted. It’s a bit like 
saying we should only use semi trucks and buses on California 
roads, and that cars, vans, pickup trucks, flatbed trucks, RVs, 
utility trailers, and motorcycles have no place in California's 
transportation infrastructure. Analogies are always suspect, but 
this analogy hits very close to the mark. 


In a complex network infrastructure, there is no “one size fits all” 
solution. This is true whether the network in question is 
computers, routers, the Internet, aircraft and airports, water 
aqueducts and water distribution systems, railroads, natural gas 
distribution, gasoline distribution, or electrical distribution. There 
are always tradeoffs to be considered in such complex networks, 
and hybrid systems of one type or another almost always give 
“the best bang for the buck.” 


Photovoltaic (PV) grid intertie electricity cogeneration has the 
following advantages: 


1. Itis produced where the power is needed. There are no 
power transmission losses caused by shipping the power 
from outside California. 


2. The PV array peak power is usually produced when you need 
it most. For example, peak power comes on hot summer 
days. The summer of 2001 should be interesting, as we 
scramble to find enough power to keep California’s lights and 
air conditioners on. 


3. Sunlight that is falling on a PV array during the summer is not 
adding to the heat load of the building. Instead, it is 
decreasing the amount of insolation on that building, thus 
reducing the amount of electricity needed to air condition that 
building. It is also increasing the amount of power in the 
power grid, thus increasing the electrical power available to 
people to use to air condition their houses. 
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4. PV is decentralized. You don’t have to shut down a PV array 
because the power plant is shut down for scheduled or 
unscheduled maintenance. You can usually isolate part of a 
PV array and work on it while the rest of the array is still 
producing power. 


5. Itis highly reliable. This is one of the reasons why the U.S. 
Coast Guard uses PV arrays to power thousands of 
navigation devices in the nation’s waterways. This is one 
reason why CalTrans uses PV arrays to power thousands of 
emergency call boxes on California freeways. This is one 
reason why the International Space Station and almost all 
orbital satellites use PV arrays. 


6. PV has high availability. There are no power transmission 
bottlenecks with PV arrays. The power is produced where you 
need it, and any excess power generated is distributed 
locally. This reduces the need to transmit power from where it 
is produced in Utah or Oregon to where it is needed in 
California. It also reduces the effects of power distribution 
system bottlenecks, such as the two-line bottleneck in central 
California. 


7. PV is green, non-polluting power. You don’t have to relax 
pollution control standards to put PV arrays online. It reduces 
the need for power generated by polluting sources. 


8. PV is cost effective, even if you totally discount the items cited 
above. System payback takes about twelve years in 
California today. Current and proposed electricity rate hikes 
will shorten the payback period. PV power costs on the order 
of US$400/megawatt-hour, and the cost trend line is going 
down. Peak power on the electricity spot market currently 
sometimes costs US$500/megawatt-hour or more, and the 
cost trend line over time is going up. 


9. PV is highly resistant to terrorist attacks on the power 
generation infrastructure. Question: How do terrorists go 
about destroying millions of PV arrays, short of detonating a 
nuclear weapon in a populated area? Answer: They don't. 


10. PV arrays at home quite literally give the power to the people 
instead of to big government or big business. We provide 
incentives to help people own their own homes by making 
them affordable to buy. The technology now allows us to do 
the same thing with regard to home power generation. This 
concept is in line with Thomas Jefferson’s concept of the 
semi-autonomous yeoman farmer. 


California spent roughly US$1.2 billion a few days ago to buy 
electricity on the spot market in order to prevent rolling blackouts 
for a few days. There is no assurance that the state will ever be 
reimbursed. Had that amount of money been spent over the past 
few years as an investment in the state power infrastructure by 
putting residential PV systems in place in California, we might 
well have avoided or delayed the onset of the current electrical 
power crisis. The severity of any power shortage certainly would 
have been minimized. 


A rough analysis follows: 

* Cost of a2,000 W home PV system, including installation (per 
Siemens Solar of Camarillo, CA): US$16,000 for the system, 
US$1,000 for installation, US$17,000 total. 


« Average AC power produced per day: 11 KWH (one kilowatt- 
hour equals one thousand watt-hours). 


* Number of systems in place if US$1.2 billion had been used as 
50 percent subsidy for home PV systems: 141,176 
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* Total average power produced per day (more in summer, less 
in winter): 15.53 GWH (one gigawatt-hour equals one billion 
watt-hours). 


¢ Lifetime power output, assuming a 25-year panel life (per 
Siemens Solar PV panel warranty): 141,705 GWH 


Question: Would California be in the current electrical power 
crisis, had we invested US$1.2 billion over a period of years ina 
home PV infrastructure producing an average of 15 GWH per 
day? Answer: It seems unlikely. 


Interestingly enough, the numbers say that a PV-equipped home 
with a 2,000 W system would produce about one gigawatt-hour of 
electricity over the expected lifetime of the PV array. Do the math. 


The argument that helping citizens install home PV systems 
subsidizes the rich at the expense of the poor is bogus. Putting 
PV online helps everyone avoid power blackouts. Power 
blackouts hurt the poor, the ill, and the infirm much more than 
they hurt the rich and the middle class. 


Bottom line: Subsidizing solar-electric systems in private homes 
makes sense and saves the taxpayer money in the long run. It 
reduces pollution. It helps to stabilize the power grid. It increases 
the reliability and availability of the electrical system, thus making 
it safer for people with medical conditions that require electrically 
powered medical devices. 


The purchase of grid intertied PV arrays with optional battery 
backup by homeowners should be subsidized in the same 
manner as we currently subsidize home mortgages, and for much 
the same set of reasons. | hope this information will be of some 
slight assistance to you. Wishing you and yours the very best. 
Rodger Morris 

MorrisRL@phdnswe.navy.mil 


Computer Power Answers 

Dear Home Power, I'd like to respond to the letter in HP81 about 
computer power draw. Laptop power consumption has increased 
for several reasons. The bigger screens draw more, and backlit 
screens draw a lot more. These improvements are probably worth 
the extra power they consume. Hard disks are bigger, but actually 
consume less power in many cases since they have smaller, 
lighter platters with higher storage density. 


The biggest increase is faster processors, specifically Intel. The 
old P133 and P166 consumed only 11-12 watts, and the new 
PII/PIIl 400-600 MHz units draw as much as 20 watts just for the 
CPU! Intel has never really addressed this issue (creating a huge 
market opportunity for Transmeta as a side effect). 


Newer laptops do indeed use 16-20 volts, which makes battery 
and power supply design simpler for them. There’s a new 
standard for mobiles called EmPower, which is simplifying things 
a bit. A programmable DC/DC converter feeds a specific cord for 
your laptop/palm/cell phone/etc., and that cord tells the converter 
what voltage to output. The converters are about 90 percent 
efficient, which is a bit better than the series losses of an inverter 
and the AC adapter combined. The downside is that they cost 
about US$100. The upside is a new cable/adapter is under 
US$20 in many cases, and the system works in airplanes (if you 
can afford the first class seat where most airlines have installed 
them at this point). I’m trying to find out how to rig up an adapter 
for 24 V sources, but haven’t gotten very far yet. 


Try www.xtendmicro.com and www.targus.com for EmPower- 
compatible stuff. Kurt Albershardt + info@es-ee.com 


More Computer Power Answers 

As a note for all those people who look at using laptops, | have 
been looking for DC-DC computer supplies for a while. A fresh 
search turned up some models. See http://citadeltechnology.com. 


I’m not happy with their connection method, but | am sure it can 
be changed: www.amtrade.com. These guys make some server 
class DC-DC computer supplies along with a model or two of ATX 
supplies. The minimum efficiency on these supplies are higher 
than the maximum efficiency most offline supplies have. Coupled 
with ACPI computers, or special power-saving software (CPU Idle 
or Rain/Waterfall), you can make a serious improvement in a 
PC’s power consumption in a solar-electric system. Carl Morris 
msftrncs@htcnet.com 


Michigan RE? 

Hello Home Power, | am fairly new to your Web site. | find it 
extremely helpful. | have read almost everything | can get my 
hands on. | would like to build a self sufficient, single residence 
home. | am interested in PV for electricity, wood and solar for 
heat, RE sources for water purification, and generator and gas for 
backups. | am at the point where | would like to see some working 
systems. | know there is a database for manufacturers and 
consultants. However, | am not ready to buy products or hire a 
consultant yet. | was hoping to take the approach of talking to RE 
homeowners first, seeing their systems, and asking for their 
recommendations for consultants and products. 


| saw one couple from Michigan with a small DC system featured 
in HP80. Good for them! If possible, | would like to see complete 
home systems like the Lords’ home (but not quite that big). Can 
you give me any homeowner contacts closest to Saginaw, 
Michigan? Thank you. If you cannot, still thanks. | will take any 
other recommendations. Sonia Beauregard 
ssbeauregard@earthlink.net 


Hello Sonia, We do not give out names from the HP subscriber 
database, but we're happy to print your letter and encourage folks 
with RE systems in your area to get in touch with you. | would 
also encourage you to make your way to energy fairs in your area 
(see ads in HP). The fairs are a great place to meet people, see 
products, and get an idea of how RE systems work. The Midwest 
RE Fair in Amherst, Wisconsin in June is the grand-daddy 
(mommy?) of them all, and it would be worth your while to make 
the trip there. The fairs often include tours of RE homes in the 
area. Your approach is excellent. Do see as many homes and 
systems as possible before you start to design and build your 
own. lan Woofenden 


State of Denial 

Living off-grid since 1972, | have watched choices of “Energy is 
cheap, so let’s waste it...” turn into “What happened that energy 
costs so much—what are we going to do?” | watched President 
Carter try to develop an energy policy, and President Reagan 
scrap it. | watched Bush and Clinton go through their cycles. Now 
| get to see what comes next. And all this time, | just go on getting 
free deliveries of energy daily from the sun. People still ask, 
“When will renewable energy become practical?” It’s as though 
they are denying that thousands of us have been living this way 
for the last thirty years. 


I’m glad to see that by means of Home Power, SolWest, the 
Midwest Renewable Energy Association, Texas Renewable 
Roundup, Solar Energy International, Southwest Renewable 
Energy Fair, and all the other informational and educational 
venues, the word is getting out. 
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But | am still appalled at the state of denial that pervades our 
politicians, news media, and self-styled energy experts. Problem- 
solving seems to be a lost art. Keep up your good work. Jerry Igo, 
Mosier, Oregon 


Hi Jerry, I’m also frustrated that so many people have been and 
are waiting for RE to become “practical,” “economical,” and “cost- 
effective.” | think what they are really waiting for is for it to become 
easy. We live in a culture with drive-up this and instant that, and 
folks are much too used to having others do their thinking for 
them. 


At this stage of the game, RE systems take thought, planning, 
and (perhaps the biggest stumbling block) personal change. It's 
surprising how many people | talk with sound excited about 
renewables at first, but when | start talking about appliance 
efficiency and getting a handle on their loads, they're gone. | 
conclude that they want an instant, simple, and cheap solution 
that they don’t have to do much about. 


What's the culprit in this scheme? Well, it’s not just one thing, but 
| point my finger at the unreal pricing that on-grid folks have 
become used to. Subsidizing anything makes people take it for 
granted, and it makes it very hard for them to make intelligent 
decisions based on real information. The time, money, and trouble 
that folks like you have gone through to live with renewables for 
decades would look much less daunting if the real cost for grid 
energy showed up on utility bills. 


Don’t despair. All this pioneering is doing lots of good, and folks 
like you are going to be more and more of a resource for people 
who do finally see the light. lan Woofenden 


Decoding the Code 

Hi, Thanks for a great magazine, which | have enjoyed for many 
years. | live in Scotland, where U.K. electrical regulations apply, 
but | always home in on articles in Home Power that relate to your 
National Electrical Code (NEC). It’s important to understand how 
to install a safe system that will continue to be safe in the future, 
and satisfy inspection by safety professionals. Such codes largely 
transcend national divides, and so they only differ in details. (For 
example, our regulations here require that the voltage drop 
between the supply terminals and the load should not usually 
exceed 4 percent.) 


The worst thing about codes and regulations is usually the way 
they are written—in terms that make them dull and inaccessible 
to the average reader. They need interpreters. | would like to see 
clear statements of what the code requires, and why. | want the 
code de-mystified and made user friendly, as a safety tool. 


Writing about the code unfortunately has a bad effect on people. 
It brings out something akin to religious dogma, with an arrogant 
dash of one-upmanship. HP’s Code Corner is very code driven, 
without question. For example, we have to use the ludicrous 1.56 
safety factor for module current, and then apply it to the short 
circuit current, and then factor in high temperature correction. 
Under these bizarre conditions, | would not mind if my breakers 
tripped (good idea too). Then again, we have to calculate voltage 
drop to several places of decimals (even though the cable- 
resistance table in (HP80) applies to 75°C, and the cable is 
oversized and running cold). What is this supposed to teach us? 
Give up and leave it to the mathematics professors? 


| have come to rely on the “wrenches” to lighten things up, and 
bring in a dose of reality. For example, welding cables are good 
for inverter installations, so why not use them? But Wrench 
Realities, HP81, page 52, came as a real wrench. Instead of a 
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breath of reality, we got another load of code, with chapter and 
verse, and no jokes. No explanations either—just repetition. 
What’s so important about conduit on low voltage cables? It’s not 
required over here. Are we being dangerous? No explanation. 
What sort of fuse should have been used, where, and why? That 
would have been educative to the readers. How do you guard 
against acid spillage and physical damage to cables? This 
information would have been more valuable and interesting than 
the license number of the author. 


Keep up the flow of information about how to install safe, efficient 
systems. Please encourage your authors to tell us why and how, 
as well as what not to do. Thanks. Hugh Piggott 
hugh.piggott@enterprise.net 


Hugh, Who would have ever thought that Bob-O would stand 
accused of “over-Coding” I-Yi-Yi! | agree with you—it did come off 
as pretentious and somewhat scary. It was scary, but apparently 
the dogma ran over my karma. We should have provided more 
explanation. That Wrench Realities article wasn’t originally meant 
to be an article at all. The unfortunate homeowner was totally 
frustrated at the situation. He hired me as an independent expert 
to assess the installation in preparation to a possible lawsuit. It 
happens. | showed my write-up to Richard to validate what many 
of us have been saying all along—be careful about who you hire 
to design and install your system. He thought the safety issues 
involved were so important that we should share it. 


| also agree with you that the NEC is written in stiff and often 
byzantine language. It is also wrong sometimes. Anyone who can 
remember the requirement for grounding conductors as large as 
4/0, less than ten years ago, will acknowledge that. Your case of 
the goofy 1.56% of short circuit current for fusing of PVs is 
another great example. Unfortunately, the code is written and 
interpreted by folks who are largely well educated, but under- 
experienced in the field that they seek to regulate. That is 
especially true as the code applies to RE and other emerging 
technologies. It’s just the way it is. Wrenches wrench. They are 
usually too busy to write. The folks writing the NEC, for their part, 
do not go far out of their way to invite or encourage differing 
opinions. It's a cush job—don't rock the boat. 


That being said, | agree with and follow about 95 percent of the 
NEC. The trick is to understand both the spirit and the letter of the 
code, and to know which to follow in a given situation. That comes 
from study, and especially, field experience. Folks who make their 
living writing and interpreting generally don’t wrench. Some used 
to, no doubt, but their experiences rarely apply to current 
technologies. 


UK and NEC codes are close to parallel in most instances. Our 
maximum safe voltage drop is 5% to your 4%, for example. Close 
enough. We differ hugely in the areas of grounding and conduit. | 
know Uk-trained wrenches who think we're completely mad to 
ground a current carrying conductor or put perfectly good wires in 
a conduit where they may heat up. They do, however, clamp the 
wires down well so they don’t fly around if shorted. Frankly, | can 
see values in both theories. 


| also agree with a master electrician from Minnesota who took 
me to task for the article. His conclusions were mostly based on 
the interpretations that the NEC wasn’t meant to address wiring 
below 50 V, and according to NEC 90-2(b)(5), we are essentially 
a power providing utility to whom the code does not apply! Now 
were talking! 


In the end, it all comes down to providing a safe installation that 
the local inspector (the AHJ, in the pedantic terms of the code) 
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can live with. It helps as well if | can sleep at night knowing I’ve 
done my best for my clients. Bob-O 


Hi Hugh, Yes, the Code Corner columns are heavy on the code, 
as they are intended to be. | try to present as many options as 
possible, but space and legal restrictions preclude listing all of the 
possible brands and catalog numbers of fuses, circuit breakers, 
conductors, etc. | do try to explain the markings and type 
designations that RE people should ask for or look for when they 
buy equipment. If purchases are made of the properly marked 
equipment, the installer has the best chance of getting a safe, 
reliable, and durable system. 


We in the RE world need to remember that we have power 
generation devices (particularly PV modules) that will be 
producing rated power for at least the next thirty years, and 
possibly much longer. The current life design standard for wiring 
(for example) is only thirty years, so it pays to take into account 
all of those safety factors that you have listed. These high 
currents and voltages can and do happen. And when they do, we 
are using the cables in a manner that may bring into question 
whether they will last as long as our power sources. Any code has 
to address the worst-case environmental conditions in the 
geographic area that it covers. It is a fact that the output from PV 
modules is significantly affected by these environmental 
conditions. Here in the U.S., the environmental conditions range 
from very hot to very cold. Fortunately, there are allowances in 
the U.S. code for installations in these extreme areas. 


Equipment available in European countries (and other areas) is 
made to different standards and marked differently than 
equipment here in the U.S. | understand that this makes it difficult 
for non-U.S. Home Power readers to find similar equipment. To 
some extent, the Americas are getting their act together as the 
Canadian Electrical Code and the Mexican Electrical Code are 
similar, but not identical to the U.S. National Electrical Code. 
Standards developing organizations like UL (Underwriters 
Laboratories), CSA (Canadian Standards Association), CE 
(European Community), DIN (Germany), and others are working 
toward harmonizing the equipment standards so someday we 
may have a common set of markings. These same agencies are 
also working on international electrical codes. In some cases, the 
European electrical codes are more restrictive than the U.S. NEC. 


Unlike Europe, where there are standards for double insulated 
cables (that provide added physical protection for conductors), 
the U.S. has no specific standard for such cables. Our multiple- 
conductor, non-metallic sheathed cables type NM (ROMEX) are 
the nearest equivalent. The European standards and codes (in 
some countries) allow the use of these well-protected double- 
insulated single conductors in exposed environments. Our single- 
conductor cables (without the benefit of double insulation) are 
required to be in conduit to provide the necessary degree of 
physical protection. Additionally, the cables in conduit are forced 
to be physically close together, minimizing the electromagnetic 
forces that can move cables around—possibly causing damage. | 
have seen single-conductor exposed cables between a battery 
bank and an inverter jump over 6 inches when passing the 
starting surge currents from a deep well pump. Furthermore, if 
metallic conduit is used, radio-frequency interference from the 
inverter may be reduced. John Wiles 


Calling All Rhode Islanders 

Dear Home Power, | would like to inform all of your Rhode Island 
readers that some very exciting developments are happening in 

our state with regard to renewable energy, energy conservation, 

and efficiency! A group of us have been working to form an 


energy co-operative that will provide electricity generated from 
renewable sources, efficiency and conservation services, and 
perhaps even group purchase discounts of products such as 
“Energy Star” rated appliances, residential solar-electric systems, 
and biodiesel for the oil burners that are so common in our 
region. 


We've already received some funding from foundations to start 
the ball rolling, and by the time this letter is published, we will 
most likely be incorporated and have elected our first board of 
directors. But it’s not too late to get involved on the ground floor of 
this exciting development, and we need all sorts of people to 
make this happen. Regardless of talents, knowledge, or interests, 
we probably have an important job that you could help us with. 
Our meetings are attended by utility engineers, RISD students, 
community organizers, and business people, among others. 
Anyone interested in joining our effort should contact me. Thanks 
for helping us get the word out! Erich Stephens + 401-487-3320 
erich@sventures.com 


CIS Contacts 

Here are some contacts for CIS solar cells at the University of 
Florida, as requested by Keith Elliott from British Columbia in 
HP87. An article at www.eng.ufl.edu/home/pubs/Solar1 .htm, 
written on July 21, 1999, lists: Writer: Aaron Hoover 
ahoover@ufl.edu; Sources: Sheng Li, 352-392-4937 
shengli@eng.ufl.edu; Tim Anderson, 352-392-0882 
tim@nersp.nerdc.ufl.edu; Other sources: Oscar Crisalle, ASO 
Professor of Chemical Engineering * crisalle@ufl.edu; Paul 
Holloway, DIS Professor, Materials Science Engineering 
pholl@mse.ufl.edu. | hope this helps. Brian Bartholomew 
bb@world.std.com 


Comments on HP81 

Dear Home Power, Some comments on HP81. Pedal Power TV 
article: The author mentioned trouble with powering the surge 
required by the degaussing coil in his TV. This coil activates just 
momentarily when the TV is first turned on to demagnetize the 
screen and preserve the correct color display. That coil uses a 
surge of power to operate just at the same time the rest of the TV 
requires a surge to start, and together it is a big load on pedal 
generated power for the TV. It can also be a problem starting up a 
TV with a small inverter. The author recommended one solution 
was disconnecting it and never moving the TV again to avoid 
picking up magnetism on the screen that would require 
degaussing. | would suggest a better answer is not to just 
disconnect the degaussing coil, but to connect a toggle switch in 
one of the coil’s power wires. This way you can leave it turned off 
when starting up the TV, avoiding the two simultaneous surges. 
But you can always hit the switch later to activate it if your picture 
starts to get color smudges. This trick lets a larger TV set start on 
a smaller inverter of limited surge power too. 


Code Corner: There is a much easier way to find the correct wire 
size to avoid voltage drop, without all the resistance calculations. 
Many solar books and catalogs (Backwoods Solar catalog page 
43, or the Solar Electric Independent Home book from New 
England Solar) have charts for finding the wire size needed for a 
given current in a given length of wire. It is very simple to use by 
finding the row with the watts or amps of your appliance or solar 
array, going across that row to wire distance one way from end to 
end, and the column you are in shows the wire size to use for 5 
percent or whatever voltage loss. The only time you really need to 
calculate the actual ohms resistance of the wire is where the wire 
size varies throughout a run of wire, as in #10 for 20 feet and #6 
for the next 100 feet. Then you would have to calculate each 
section separately and add the resistances together to get the 
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total. Otherwise, the readily available charts will make correct 
sizing sure and quick. Most of these charts apply to copper wire 
only, not aluminum, unless it specifies that it is for aluminum. 


In the same Code Corner, John Wiles says “Want to use 
aluminum conductors to save money over copper? No problem.” | 
disagree that there is “no problem.” In real life, there are very 
frequent problems using aluminum conductors in DC circuits, at 
least in buried cables, such as to solar modules or water pumps. 
Aluminum can be carefully installed in conduit and with the proper 
anti-corrosion contacts at the ends, but problems do happen often 
enough with DC on buried aluminum conductors that most 
installers won't risk it. Aluminum corrodes and electro-plates very 
easily when exposed to DC and a wet environment. A pinhole 
puncture or fracture in the insulation of the buried positive 
aluminum cable will turn even heavy gauge aluminum wire to a 
section of insulation full of only white powder within a year, and 
the buried cable is useless. If aluminum wire is installed in 
conduit, the chances of such failure are lessened, but my advice 
is to spend the money for the copper wire (which is usually a 
gauge smaller than the aluminum wire required for the same job). 
Steve Willey, Backwoods Solar Electric Systems 
steve@backwoodssolar.com * www.backwoodssolar.com 


Steve raises a point that is useful to many HP readers. Anyone 
using a smallish inverter may want to consider performing the 
modification he suggests on the TV. Doing so will greatly diminish 
the starting current and allow the function of the degaussing coil 
to be preserved. Again, please, to anyone working on a TV, be 
careful. The voltages inside are lethal. Sincerely, Aaron Dahlen 


Another option for wire sizing is to use a voltage drop 
spreadsheet. There’s one for Mac and one for PC on HP’s 
download page #2 at www.homepower.com/downloaa2. htm, 
under “Wire.” Just plug in the numbers and the spreadsheet does 
the work. lan Woofenden 


Hi Steve, | agree fully with you about using aluminum conductors. 
| try to discourage people wherever possible from using them due 
to the problems you have stated. Unfortunately, | still get calls 
from people who want to use them, and they know that most of 
the conductors used by utility companies (what do they know?) 
are aluminum. Also, these aluminum cables are widely available. 
The electrolysis problems associated with DC circuits and 
aluminum conductors have not been widely publicized or 
documented. If you have some good information, please share it. 
We may need to put some sort of advisory (not a requirement) in 
the code if we can satisfy any objections raised by the cable 
manufacturers. John Wiles 


Drumming & Dancing in Light 

As a Home Power subscriber, | thought you may be interested in 
an email | just received from Somaliland. | have recently sold a 
number of PV items including two Unisolar lighting kits, two Steca 
inverters, twenty DC lights, two Morningstar controllers, eight BP 
75 watt modules, cables, fuses, etc. to Kirsten, who works as an 
aid worker running a number of orphanages in Somaliland. Her 
mail really brought home to me the value of an electric light— 
something most of us take for granted—and the real value of 
solar power in areas without electricity: 


Hi Allan, How is everything in Dubai? | have received the lights 
bulbs from David, and the orphanage in Buroma received their 
two panels yesterday. You should have seen the children when 
the light was turned on. They grabbed a drum and danced. The 
orphanage is housing 120 children. The smaller children and the 
girls are accommodated in a small building; the boys sleep in 
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some worn-out tents. The kitchen is placed in the yard, without 
any shelter (they also got some plates so that they do not need to 
eat in turns). The women running the orphanage got a laptop and 
a printer for their office—also run by solar. It was a good day! 
Indeed it is a good idea to give them solar-electric systems, since 
there are no running costs (although | will have to purchase some 
spare bulbs, but that can wait). Hope to hear from you again 
concerning the items ordered. | hope it is not too troublesome to 
facilitate this transaction. Best regards. Kirsten, Hargeisa, 
Somaliland 


The lady needs support. | sent a copy of the email to Steca and 
got a donation of 25 of their DC CF lights. As she also bought 
eight BP275s, | am trying to get a donation from BP. 


Kirsten has been in my showroom for several hours on two 
occasions. She seems to me to be a dedicated aid worker and 
now a PV enthusiast. When she arrived in Somaliland from the 
Danish branch of Save The Children, there was a non-operational 
donated PV system (which seemed to me due to bad battery 
maintenance and locally purchased car batteries). 


She now has a local electrician she met in Dubai, who seems to 
understand PV and batteries and who has now installed two DC 
systems with Morningstar controllers and AC/DC systems of both 
12 V and 24 V using Steca 400 watt (12 V) and 900 wait (24 V) 
inverters with built-in PV controllers. She claims all are working 
great. We supplied AC-Delco maintenance-free Mariner M27MF 
105 AH batteries, which are now manufactured locally, so they 
are low cost and are usually “fresh’—probably the best value 
locally for small-scale PV applications. 


Imported maintenance-free and gel batteries may spend months 
in hot containers and warehouses. And | have had to return 
several imported “new” VRLA gel cell batteries that were reading 
below 10 volts to local suppliers (who do not understand my 
complaint). Local battery acid seems always diluted with well 
water and is chlorine contaminated, so dry cells are also a 
problem. 


Actually, that email from her made me feel great. At first she 
“drove me around the twist” with hours of questions and 
negotiations, but her mail made it all worthwhile. Also, if! can 
overcome my fear of flying on ancient Russian jets, which is the 
only way to get to Somaliland (| had a bad episode before on 
these in Azerbaijan), | have been invited there to check on the 
systems. | may go in early March after my 50th birthday. If so, | 
will send photos, etc. Alan Dickson, Dubai 
solstice@emirates.net.ae 


Sine vs. Modified Sine 

| have some novice questions, please. What household electrical 
devices are OK to run on a modified sine wave inverter without 
damage? | have read in Home Power that it is recommended to 
not run any delicate items with a motor on modified sine, but can | 
run my compact fluorescent lights, TV, radio, etc? How about 
devices that are on very infrequently with a motor, like a 
household mixer? Relative to the type of device or power 
consumption, what is the importance of overheating these motor- 
driven items? 


| have devised a long-range plan for electrical independence, and 
will be starting out small. | will take one room or area type— 
lighting for instance—and move it off-grid. | would like to buy a 
cheaper modified sine wave inverter in the beginning, and don’t 
want to fry anything. Basically, | have to understand the theory of 
a situation first before acting. | appreciate in advance your 
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Thank you for being there for people who want to move toward 
being environmentally and socially independent. | was starting to 
feel all alone in Oklahoma on this issue until | searched the Web 
one day. | love my subscription to your magazine! Frankie Evans 
frankie.evans@af-group.com 


Hello Frankie, | would suggest buying a sine wave inverter. About 
the only household loads that operate well on modified sine wave 
power are resistive loads such as incandescent light bulbs and 
electric heaters. All other appliances suffer performance, 
efficiency, and longevity problems when powered by modified 
sine wave power. 


All the loads you describe above are reactive loads. The compact 
fluorescents will have an audio buzz, get hotter, and be less 
efficient and shorter lived. The TV will most probably show noise 
lines on the picture and the audio may have an annoying buzz on 
it. The household mixer will run slowly and appear underpowered. 
All motors will run more slowly, run hotter, be less efficient, and 
be shorter lived. 


Some appliances will fry and die immediately when operated on 
modified sine wave power. This list includes laser printers and 
many computer peripherals such as CD-ROM burners, most 
motors with speed control circuits, and some types of cordless 
tool rechargers. Save your money for a sine wave inverter, even if 
you have to start small. Richard Perez 


Solar Incentives in Colorado 

| hope you can help me. After browsing your site (awesome 
information, by the way), | found myself very, very upset. | work 
for a small internet company in Nederland, Colorado. We recently 
bought our first PV panel with visions of offering 100 percent 
solar-powered Web development. | surfed the Web in hopes of 
finding state or federal incentives for switching to solar (we need 
about sixteen panels and the rest of the shebang—about 
US$12,000 worth of stuff). | was completely appalled by the lack 
of help our state gives! Is the information about state incentives 
on your site up to date, and if it isn’t, where can | get the current 
info? 


| am ready to fight for the right for solar incentives. After all, we 
are a state with sooooo much sun! Do you have any 
recommendations or advice to help me out, Web sites, or 
grant/incentive information? | would be so excited to get this 
project rolling. | feel oppressed by our state at the moment. We 
are practically the only state without incentives! | can’t believe it. | 
am so disheartened! 


In any case, | love what you all are doing at HP If you need any 
Web assistance, we would be glad to help you out as well. If you 
come up with any information to help me out, | would greatly 
appreciate it. Thanks so much and keep up the good work. Tanya 
Bokat, tbokat@planetmind.net 


Hi Tanya. What is really needed is for the folks interested in 
fighting this fight to get organized. You all won't do that much 
individually, but as a group you could make great strides. What 
say, Coloradans, can you work with Tanya? 


Thanks for the offer on the Web assistance. | do the Web work for 
Home Power, and from time to time run into problems. | will keep 
your address handy. We are in the midst of changing our Web 
host to SolarHost.com—do you know of them? They offer 
completely solar-powered hosting. Michael Welch 


Pick a PEX 
Richard, We are in the process of building a new home and will 
be installing radiant floor heating. The plan is to use solar 


collectors to heat water in a storage tank prior to distribution to 
the floor system via a heat exchange unit. 


The location is the central coast of California—Pismo Beach 
area—which is normally 50 to 75 degrees. Air conditioning is with 
open windows, since we are at the beach with a mild climate. The 
house has two stories. The second floor is the only living space, 
and the first will be on grade used as a garage, workshop, and 
storage area. 


My question for you is about the installation of the pex tubing to 
transport the water supply as the heat source. Which method of 
installation will radiate the heat best? Or, after all is said and 
done, does it really make a difference? Should we install tubing 
over the wood subfloor and then pour 1-1/2 inches of concrete to 
create a thermal mass? Or should we install the tubing between 
the floor joists below the wood subfloor with the proper insulation 
to drive the heat up? 


Considerations are cost, and weight of concrete in the event of an 
earthquake (and possible structural damage to the home from 
movement of concrete as a shifting mass). Should the system 
leak, location and repair is certainly easier with the between-joist 
method. And if we install between the joists, there will be a certain 
amount of heat gain for the garage area. | plan to install radiant 
heat in the slab of the garage to help maintain a stable 
environment throughout the house. 


We will also be installing a backup source to boost the 
temperature when extra heat is needed. What’s your opinion on a 
96 percent efficient boiler versus a heat pump? We will be 
generating our own electricity through rooftop photovoltaics. | 
realize that with all solar installations, there is the cost versus 
benefit. In this situation, I’m not really sure how to balance the 
scales. Your wisdom in this area will be appreciated. Jim Thomas 
jimthomasins@hotmail.com 


Hello Jim. A concrete slab will greatly increase thermal mass and 
even out the floor’s temperature. You will be able to store more 
heat, which will lessen the amount of hot water you have to store, 
and reduce the use of your backup heat source. 


If the underpinnings (the framing on the first story) are stout 
enough to support the concrete slab, the slab will actually 
increase the home's strength. The concrete slab should have 
“road wire” embedded in it. This wire holds the PEX tubing in 
place, and makes the concrete very rigid. 


Finish the concrete floor with tile if possible. This adds more 
thermal mass and is compatible with a heated floor’s expansion 
and contraction. Tile also works well if you have designed 
windows into the south side of the building. 


The under-a-wood-floor method commonly goes down with sheet 
metal strips, which seal the PEX to the floor’s underside and help 
transfer the heat to the wood. The big problem here is that wood 
is a lousy thermal conductor, and on top of that, it doesn’t like the 
drying effect of being heated, and the expansion/contraction it 
produces. Wood has low specific heat—it doesn’t store heat well. 
This leads to much wilder temperature swings on the floor. 


I'd go with the slab on the second floor if possible. My hands-on 
experience with this is limited to our new 2,200 square foot 
building here. It has a thermal slab on the ground floor. We have 
four inches of foam insulation underneath six inches of concrete, 
with embedded PEX tubing. It is finished with inexpensive tiles. 


We have yet to fire it off with solar collectors, but the slab already 
stores direct solar gain from the south facing windows. It never 
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gets cold even when outside temperatures drop to well below 
freezing. We are adding about 300 square feet of solar collectors 
this summer. The backup heat source is a wood-burning heater. 
Our house is R-29 in the walls and R-40 to R-58 in the roof, with 
a lot of south facing glazing. 


Go with a propane or natural gas-fired boiler for backup, unless 
you are ready to spend some big bucks on PVs and batteries. 
When the sun is shining, your solar heating system should 
produce all you need. If the sun isn’t shining, the energy to run 
that heat pump will have to come from batteries, recharged by 
PVs, which is a big expense. 


If the home is well insulated (this is super important), the solar 
heating collectors properly sized, and sufficient thermal storage 
on hand, you shouldn't have to resort to the backup heater very 
often. Richard Perez 


One Million 1 MW Wind Turbines 

Greetings. In The Wizard Speaks in HP80, you point out that ten 
thousand square miles of solar panels (at 10 percent efficiency) 
would be enough to power the United States. 


The CIA World Factbook shows that the United States consumes 
3.666 trillion KWH per year. This number divides conveniently by 
365, to yield a daily consumption of 10 billion KWH on average. 
Dividing this number by 10 to get daily peaks suggests that we 
need to have 1 billion KW of generating capacity online during a 
“normal day.” 


1 billion kilowatts is simply another way of saying 1 million 
megawatts. Since commercial-scale wind turbines run from 750 
KW to 2 MW, it is convenient to use a 1 MW wind turbine as a 
reference. Spacing 1 MW wind turbines at 1/10th of a mile (528 
feet), itis possible to cover one square mile with 100 turbines. A 
square 100 miles by 100 miles is ten thousand square miles, 
times 100 turbines, is one million turbines. 


Atypical county is 40 miles wide, or 20 miles from the border to 
the county seat. Any four or five counties in any one of the windier 
states in the country (North Dakota, Texas, Wyoming, etc.) would 
be large enough to run the whole country. Needless to say, the 
actual physical turbines would be distributed over a much wider 
area. 


At US$1 per watt, this is a US$1 trillion investment. Over the next 
thirty years, as fossil and nuclear plants reach the end of their 
useful life, an investment of US$30 billion per year would steadily 
make wind power replacements for less desirable alternatives. 
PV panels, at a cost of US$4 to $5 per watt, would be difficult to 
justify as matters stand right now. 


There is another way of looking at the 10,000 square miles, if the 
discussion remains focused on PV. Our census shows a 
population of 281 million people as of April 1, 2000. Multiplying 
10,000 square miles by 5,280 x 5,280 yields an area of 279 billion 
square feet. Dividing this by 281 million yields roughly 1,000 
square feet per person. Take the area of all the parking lots, all 
the “big box” retail stores, all the schools, public buildings, and 
private residences, and it doesn’t take much to figure out that we 
already cover more than 1,000 square feet per person with 
buildings, asphalt, or concrete. Shading much of this real estate 
would cut cooling costs and/or damage to paint, roofs, etc., so it 
may be possible to recover the substantial additional cost of solar 
power through complimentary economies. 


The bugaboo in all this is the “unreliability” of renewable energy 
sources. Over time, of course, these things are 100 percent 
reliable. Since water power is highly reliable and controllable, and 
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since water is essential to civilization anyway, the reliability issue 
can be solved by attacking another problem simultaneously. This 
is to create enough water impoundments and stair-step lakes so 
that excess energy generated during off-peak hours is used to 
pump water uphill. This can be run through water turbines during 
peak hours. 


Any particular geographic region will run short of water from time 
to time. This suggests that this system does not work unless it is 
possible to transport large amounts of water around the country 
on demand. Typically one area of the U.S. is dry during periods 
when another part is flooding. The impoundments should be 
designed so that water can move laterally from one reservoir to 
another. There are some issues associated with mixing the 
contents of various ecosystems by doing this. It may be 
necessary to purify any water transported this way. 


Our consumer society will eventually bring all these things to 
pass, because we tend to demand these things whether they are 
rational or not. Water consumption is likely to rise considerably as 
we continually build bigger houses on bigger lots. Conservation is 
nice, but conservation only occurs when costs are high. When 
costs are high, technology is applied to bring costs down. This 
technology is what will eventually (actually, fairly soon) make the 
renewable alternative fully competitive. Meredith Poor, San 
Antonio, Texas * mnpoor@txdirect.net 7, 


Check out our Web site, DESIGN 
Growing to become SELL 

the largest educational . INTHE 

Web site for RE info. 

Authorized dealer for 

Proven and Bergy wind 

turbines. Design, sell, & 

install hybrid power 

systems using wind & 

solar power. 


Member: IPP, SEI Hind 2 Sofor Power Spsten 


Pat Riibe, Yankton, South Dakota 
Toll Free 1-866-251-3749 + 1-605-665-5652 
www.rebenergy.com ¢ rebenergy@dtgnet.com 


AC/DC/Oil/ Propane | 
8.5 cu ft freezer 
FP300 


Tel: (858) 587-9766 » Fax: (858) 587-9865 
e-mail: sales@explorerfridges.com 
www.explorerfridges.com 
7010 Carroll Rd., San Diego, CA 92121 
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AC / DC/ Propane 
7.8 cu ft Refrigerator 
GRQ8: $850.00 


Maximum Flexapii 


¢ Solar powered 
12v motor 


- Hand pumps 
below 400 feet 


« 100% CNC 
machined 


Distributor 

opportunities Fits inside with — 

available your Submersible” 
(or Stand alone) or 


Call 936-264-4873 


www.solar4power.com 


If you don’t want 
good prices & great service 
don’t go to 


Mr Solar.com 


410-391-2000 


Tired of city living, retired to 
the country, or just searching 
for a better way of life... 
thousands of eager readers are 
moving in the right direction— 
BACKHOME. It’s the magazine 
of sustainable, self-reliant 

living, each issue jam-packed 
with information chosen to 

guide you toward a more 
satisfying, more productive life on your own terms. 


Take control of your life and try BACKHOME— we’re 
sure you won’t be disappointed. Each issue is filled with 
detailed articles on topics such as: 

* Owner-built and mortgage-free homes 

¢ Alternative and renewable energy 

¢ Small and rare-breed livestock for food & profit 

¢ Successful home business 

¢ Do-it-yourself auto and workshop projects 

¢ Alternative and home education 


One year/six issues $18.97 
Two years $34.97. Sample issue $4.00 
For more information contact BackHome Magazine, 
P.O. Box 70-HP, Hendersonville, NC 28793 
www.BackHomeMagazine.com 


Discount Electric Scooters & E-Bike Motor Kits 


www.powerassist.com = 


151 Osigian Blvd 
Warner Robins, GA 31088 
912-971-4624 


Come see the Hydrogen Powered Home 
www.hydrogenappliaces.com 


Call today 661-724-1919 


“HORNET wind turbine - The lowest 
priced turbine on the market today! 800 
watts for only $399.95 - Produces more 
power at low wind speeds than a 403 


Energy online!! 
solarsolutions.com 


Solar, wind, gensets & components 
Major credit cards accepted 


Independent Energy Systems 


CA Lic. #661052 
Our 17th Year Offgrid! 
We provide excellent service 
and technical support. 
Residential Power » Water Systems - Communications 
Wind - PV - Hydro - Custom Design - Installation - Mail Order 
All Major Brands 


SIEMENS SanFrost 
@ “eros California Rebates! KYOCERA 


(559) 877-7080 


e-mail: ofln@aol.com 
http://www.psnw.com/~ofln 


located in the central Sierra, near Yosemite 


OFFLINE 
ate P.O. Box 231 


S&S EGP) northFork,ca 


a MEMBER 93643 
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ELECTRIC CAR 
COMPONENTS & KITS 


*Reliable, Affordable Components 
*Large Library Of Adaptors 
*Most Experienced Tech Support 
*Design Assistance 


Conversion Kits: 
*Basic & Deluxe Universal Kits 
Contain all drive system components. You 
add mounts, boxes, etc. to fit your model. 
*Complete Custom Bolt-In Kits 
Voltsrabbit for VW Rabbit, and Vo/tsporsche 


ry for Porsche 914. Completely prefabbed. No 
NEED A WRENCH e design or welding necessary. Kits include 
(your local solar expert) everything except donor car & batteries. 
For Catalog, Send $6.00 To: 


Go to IPP'S national ELECTRO AUTOMOTIVE 
list of qualified POB 1113-HP nN 


installing dealers. prone Gh 30006 
(Outside the U.S. & Canada, add $5.00) 


WWW.I2P.ORG www.electroauto.com 


FORUM 2001 


Solar Energy: The Power to Choose 


April 21-25, 2001 
Washington, DC Renaissance Hotel 


Once every four years, we come together INWASHINGTON 


Sponsors: 
Sustaining Benefactor Patron Supporter Contributor 
U.S. Department BP Solar Duke Solar Austin Energy North American 
of Energy Southern California Insulation Manufacturers 
Edison Association 
Xantrex 
Participating Organizations: 

American Institute of Architects Committee on the Environment * American Public Power Association * Solar Energy Industries Association 
American Society of Heating Refrigerating and Air Conditioning Engineers * American Society of Mechanical Engineers, Solar Energy Division 
American Solar Energy Society» Interstate Renewable Energy Council * Maryland-DC-Virginia Solar Energy Industries Association 
National Association of Home Builders * Patomic Region Solar Energy Association * Society of Building Science Educators 
Solar Electric Power Association * Solar Rating and Certification Corporation * Sustainable Buildings Industry Council 


For more information contact: 
American Solar Energy Society 
2400 Central Avenue, Suite G-1, Boulder, CO 80301 
Phone: 303-443-3130, Fax: 303-443-3212, E-mail: ases@ases.org, Web site: www.ases.org 
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Ozonal Notes 


Richard Perez 


The California Energy Crisis 


The recent California energy crisis has given us a glimpse 
into the future. It’s caused this nation to take a hard look 
at energy. What caused this crisis? Will it happen 
elsewhere? What can we do to prevent these blackouts in 
the future? 


©2001 Richard Perez 


Deregulation 

Electric power deregulation is often compared to the 
deregulation of the telephone communications industry. 
The essence of deregulation is that the governments stop 
determining how an industry operates and the prices it 
may charge. Instead, the operation of the industry is left to 
the marketplace. While this worked with the phone 
companies, it has been far less successful with the utility 
power industry. 


In the case of the phone companies, the service they sold 
was in ample supply. But that is not the case with 
electricity. During the decade of the 1990s, power 
consumption rose in the U.S. by over 25 percent, while 
new generation was increased by only 7 percent. This is a 
recipe for disaster. 


Electric power dereg in California left it up to the 
marketplace to determine the amount of power available, 
and what it would cost on a wholesale level. When 
wholesale power got scarce, the prices went through the 
roof. Wholesale power prices were deregulated, but retail 
prices remained controlled. This left one of the largest 
utilities in the world (PG&E) without enough power to 
service its customers, and a financial deficit of over 100 
million dollars a day. 


PG&E’s financial bonds went from highly rated, to a 
ranking with the lowest and riskiest junk bonds. This in 
turn put the hurt on major banks (such as Bank of 
America), which were heavily invested in PG&E bonds. 
The net effect of California’s deregulation was to bankrupt 
one of the largest utilities in the world, create a 
financial/political crisis, and shut off the power to many 
homes and businesses with rolling blackouts. The 
ramifications of this energy crisis will continue for months 
and years to come. 


Deregulation allowed PG&E to divest itself of the less 
profitable generation portions of its business—they no 
longer make most of the power. Instead, they simply 
transmit and sell it. Their power suppliers saw a golden 
opportunity and jacked up the prices to the point where 
even mega PG&E could not afford to buy the power. This 
lead to the first intentional blackouts in California since the 
Second World War. And the blackouts continued for many 
days.... 


The current darling of the utilities is the natural gas 
turbine. These power plants are quick to fire up and about 
as clean as carbon burning gets. Since no one wants 
either a nuke or a coal plant located near them, natural 
gas turbines are just about all that utilities have been 
building for the last ten years. During the initial hit of the 
California energy crisis, these natural gas turbines were 
working overtime. The net result was that natural gas 
prices skyrocketed and there were shortages of natural 
gas. The situation in California cannot be solved by 
building more power plants if there is no fuel to run them. 


It is time to reexamine deregulation of electric power 
utilities. Their product has become so essential to us that 
we cannot afford to leave its availability and wholesale 
price up to free market forces. We need some form of 
regulation to keep utility power constantly available and 
affordable. While political regulation scares me just as 
much as letting the marketplace run wild, we need to 
insure the reliability and affordability of electricity. The 
recent energy crisis in California clearly demonstrates 
this. Other states have better dereg programs that appear 
to be working for now (like Pennsylvania, which has 
deregulated both wholesale and retail power). 


Energy Conservation 

During the depth of California’s energy crisis, | was 
deluged with phone calls and emails from folks with huge 
power bills who were suffering from blackouts. Most had 
never heard of a compact fluorescent light, much less a 
solar water heater. Many had all-electric homes. | 
gradually realized that the power consumers in California 
were as much to blame for the blackouts as the utilities. 
Some of these households were slurping up hundreds of 
kilowatt-hours every day! They had never made any 
efforts to reduce their electrical power consumption. They 
seemed to think that power was limitless, and that they 
had a God-given right to it at a cheap price. 


In fairness, some of the freaked-out Californians were 
running fairly energy efficient households, but they were 
being blacked out just like everyone else. They were 
concerned and angry. They were paying for their 
neighbors’ energy excesses, and they weren’t pleased 
about it. Many were ready to go solar, and ready to spend 
the money necessary to get an independent power supply. 


The California energy crisis could have easily been 
avoided if each household would have reduced its power 
consumption by just a few percent. Just by setting the 
water heater five degrees cooler, or by turning off a few 
lights, or unplugging phantom loads, there would have 
been enough power to go around without blacking out 
anyone. This didn’t happen. Power consumption 
continued unabated until the utility was forced to black out 
areas of the state. The only consumption decreases 
during rolling blackout periods were in the areas that were 
actually blacked out. Everyone else continued to slurp as 
usual. This really surprised the utilities. 
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Renewable Energy 

The combination of flawed deregulation, poor utility 
planning, and unbridled consumption left California, the 
world’s sixth largest economy, without enough electricity 
to go around. If it can happen there, it can happen 
anywhere. The solution? Well, it comes up every morning. 


Of all the proposed solutions, only renewable energy, 
increased conservation, and increased energy efficiency 
really really make sense. California has already rejected 
nuclear power. Conventional power plants foul the air, and 
Californians have already objected to that. The only real 
and sustainable solution involves renewable energy. 
Fortunately, California is blessed with abundant sunshine, 
wind, and falling water. 


What California needs, and what this whole nation needs, 
is distributed renewable energy generation. If homes were 
equipped with rooftop PV arrays and utility intertied 
inverters, there would be no energy crises. Each home 
could produce its own power and contribute its surplus 
solar electricity to the nation’s energy supply. 


This nation’s rooftops contain more area than is required 
to supply electricity to the entire country. | calculate that 
we have about 4.6 times more roof area just on the 
homes in the U.S. to power everything nationwide 
(businesses and manufacturing included). And | 
generously discounted for north-facing roofs, and allowed 
for utterly miserable solar insolation. 


Distributed generation would also ease the burden on the 
overtaxed long distance power distribution network. We 
wouldn’t need to build new long distance power lines, thus 
saving the expense and land use they require. 


In my Ozonal Notes column in HP87, | discussed the 
United States’ transition to a solar-hydrogen economy. We 
have the technology to eventually eliminate fossil fuel 
burning and nukes. All it takes is using solar energy. All it 
takes is having the good manners to accept what nature 
is freely offering us in the form that she offers it. 


In the past, the prime objection to solar energy has been 
its cost. A quick look at the over 2 billion dollar cost of just 
one month of the energy crisis in California should cause 
us to reexamine our financial objections to solar energy. 
We’re going to pay either way. For my money, I’d rather 
have a clean and sustainable energy solution. 


A Solution to California’s Energy Crisis 

This solution relies on the people of California. You can do 
it—you can make this problem go away and never return. 
Begin with conservation and efficiency—examine your 
electrical power usage and eliminate waste. Buy and use 
compact fluorescent lighting. Buy and use a solar hot 
water heater. Improve the insulation in your home. 
Replace your out-of-date energy-guzzling appliances. 


I’m not talking doing without here—l’m talking getting the 
maximum usefulness out of every kilowatt-hour of energy 


Ozonal Notes 


we use. Fortunately, off-gridders have already blazed this 
trail—they know how to squeeze the maximum benefit out 
of every KWH. 


Next, install a solar-electric system on your roof, with a 
utility intertied inverter. This will cost you less than buying 
a new car. It will make your home not only energy 
independent, but also allow you to share solar energy with 
your neighbors. California already has a net metering law 
in place that requires utilities such as PG&E to buy your 
surplus solar energy at retail rates. 


California also has some of the most attractive solar 
incentives in the nation, including a generous buydown 
program (see Eric Hansen’s article on page 48 for more 
details). With the California government incentives, your 
new solar-electric system could cost far less than a new 
car. Consider that you are buying a minimum of twenty- 
five years of electricity in advance. Once it’s paid for and 
installed, you’re done spending money on electricity. 
Consider that the electricity will create no pollution. 


You pay your money and you make your choice. 


Paper Chase 

Home Power is currently on the great paper chase— 
again! The mill that was supplying our 30 percent 
postconsumer paper shut down unexpectedly. Due to 
economics, the economy, fluctuating pulp prices, etc., the 
highest postconsumer content that we can find is only 10 
percent. But it costs 50 percent more than the paper we 
used for this issue. 


Most of the available paper with high-postconsumer 
content is uncoated single sheet, in other words, office 
paper. The big coated web rolls that we need, with any 
appreciable postconsumer content, are not readily 
available and very expensive. 


We'll definitely keep looking, and if any of you have any 
suggestions or sources, please let us know. 


Nerd Notes 

On February 3, Xantrex held a focus group in 
Sacramento, California. Xantrex, the company that 
recently purchased Trace, Statpower, Heart Interface, and 
Cruising Equipment, wanted input for their new products. 
This meeting, the brainchild of Xantrex’s Ezra Auerbach, 
Tony Boatwright, and Pagan MacKay, is the first time that 
any manufacturer in the small-scale RE industry has 
formally asked its customers what they want in new 
products. | can only hope that this idea catches on, and 
that other manufacturers will solicit feedback from their 
customers regarding new products. Good work, Ezra, 
Tony, Pagan, and Xantrex! 


Access 

Richard Perez, Home Power, PO Box 520, Ashland, OR 
97520 * 530-475-3179 * Fax: 530-475-0836 
richard.perez@homepower.com * www.homepower.com 
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Q&A 


To Track or Not to Track... 

Dear HP | am a subscriber and have two questions that | would 
appreciate your expertise on. | am told that here in northern 
Vermont it is not cost-effective to purchase trackers for PV arrays— 
that more energy will be gained by spending the cost of the tracker 
on extra modules. 


| will be purchasing a backup generator. What are the relative 
merits of gasoline, diesel, and propane with regard to fuel 
efficiencies, maintenance, longevity, etc.? Thanks, Michael Clark, 
Greensboro, Vermont 


Hello Michael. The viability of a tracker doesn’t depend on latitude, 
but on solar exposure. A tracker is worth the extra money if the site 
receives dawn to dusk sun. There is also a minimum number of 
modules worth tracking. With the current cost of modules and 
trackers, it is not cost effective to track any fewer than eight modules. 
If you have a tracker site and at least eight modules to track, using a 
tracker is more cost effective than purchasing more modules. Expect 
a 25 to 40 percent energy increase from the modules that are 
tracked. 


When it comes to engine generators, propane is the best fuel. It has 
none of the transportation and storage problems inherent in diesel 
and gasoline. Propane also burns cleaner, reducing engine 
maintenance. And during your cold Vermont winters, the propane 
generator will be easier to start. Richard Perez 


Hi Michael, Another thing to consider is what times of year you 
have a serious need for energy. On many renewable energy sites in 
northern climes, non-tracked systems already have a surplus in the 
summer when we have a big solar window and less need for 
lighting and electronics. But there may be very little sun in the 
winter (because of latitude and weather) when we really need 
energy. So in some cases, tracking can be a questionable 
investment unless there's a big non-winter load. lan Woofenden 


Power versus Energy 

| live on a farm in northern Alberta, Canada, and due to the 
increase in prices of electricity, we are looking into alternative 
energy sources. | have found your site to be one of the best 
sources of information on this subject. | do have one question that | 
can’t find the answer to anywhere. When a PV panel’s wattage is 
mentioned, does it mean per hour or per day? For example, if | 
have a 75 watt panel, would it produce 75 watts an hour or by the 
day? If you could help, it would be great. Sincerely, Daniel 
Prudholme, blackfox@telusplanet.net 


Hello Daniel. Watts (power) are instantaneous. Watt-hours (energy) 
are watts multiplied by time. A 75 watt PV will (theoretically) make 
75 watt-hours during one hour of full sun at 25 degrees module 
temperature. (Real world module output is generally about 85 
percent of rated output.) 


In a five-hour solar day, that same 75 watt PV will make about 375 
(more like 325 in reality) watt-hours during that five-hour solar day 
(75 watts times 5 hours equals 375 watt-hours of energy). 
Richard Perez 


Mystery Module? 

Dear Home Power, At the 2000 MREF, | purchased a used solar 
panel. It was manufactured by Solar Power Corporation in 
Massachusetts. It is Model No. LG120-12, with Serial No. 51,144. 


First, | have done some basic tests on it and noticed that in full sun 
the open circuit voltage never goes above 15 volts. Any idea why? 
Short circuit current is 1 amp. A close inspection of the panel shows 
no signs of cell fractures or any other signs of deterioration. 


Second, would Home Power or any of your readers have any spec 
sheets on this panel or any further information about its history or 
technical specifications? Anthony Skelton, Warwick, England 
skeltonanthony@hotmail.com 


uaa 


Help! Does anyone have a spec sheet on this PV? 


Sorry Anthony, | don’t know anything about that module. But some 
very healthy modules are designed with 15 VOC. How about it, HP 
readers, can anyone help Anthony with the specs for this module? 
Richard Perez 


DC Wiring 

Our first home is under construction, and we are doing it ourselves. 
Since our home is to be small and just for the two of us, I’d like to 
run primarily on 12 volts—compact fluorescents, ceiling fan, radio, 
etc. | figured on using a small inverter for TV and other things that | 
will have to use. | bought a 300 watt inverter at a discount store for 
US$50. | plan to use propane for the water heater, dryer, range, 
fridge, etc. to reduce the electrical load. 


Do you know any books on 12 volt house wiring? | bought the 
booklet Wiring 12 Volts for Ample Power, but |’m looking for 
something directed more at a home wired with tried and true 
methods. 


| believe | can run #10-2 Romex for my circuitry of approximately 5 
amps. My home runs will be around 50 feet or less, and have two to 
three outlets per circuit. Can | use standard 120/240 VAC breakers 
and box, or do they have to be 12 volt? 


I'd like to use Interstate T-105 batteries, since | can buy them for 
US$45 each. Do they hold up as well as Trojan? | plan to start out 
with twenty T-105s, and recharge with a propane 12 V 
engine/alternator. We'll add modules and a wind generator (Air 403) 
as we can afford them. We will probably be paying a lot for propane 
and 12 V items initially, but at least we will be grid-free. 


| also need a 12 volt smoke detector with 9 volt battery backup 
(ordinarily 110 VAC with 9 V backup in case of power failure is 
required by electrical code). Do they make 12 volt GFI outlets for 
wet areas? 


| realize running primarily on 12 V is more difficult, but we’re 
financially limited, and buying the big inverter and hardware is cost 
prohibitive. If it fails, we’re shut down. If my 300 watt inverter goes 
down, | can simply break out a spare. 


My building inspector thinks | am nuts, but is willing to go along with 
us. | haven't talked with the electrical inspector yet, but as long as 
we're legal with the NEC, we shouldn't have any problems, should 
we? Tim and Joannie King, Pegram, Tennessee 


Hello Kings. Sounds like a great project; here are a few 
observations. My initial thought is that by the time you spend all that 
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money on DC wiring and the more expensive DC appliances, you 
could have bought a moderate-sized inverter and installed simplified 
AC wiring. When I wired my house, | wired it for both AC and DC, 
knowing that | could not afford another inverter—similar to your 
situation. Fortunately, my inverter has had zero problems in its six 
years, and | have not had to fall back on DC lighting, etc. But since | 
do have the DC wiring, my always-on loads like my answering 
machine do not keep my less efficient inverter up and running. 


If you do go the DC route, consider spending the minimal extra $$ 
to wire the house for AC at the same time. Almost every 12 volt 
household | have heard of has eventually wanted to add a good- 
sized inverter. To do the new AC wiring after the walls are closed up 
will be much more expensive. 


Doing your DC wiring to code will not be easy, but if you work things 
out with the electrical inspector before installation, both you and the 
inspector can be satisfied with the results. You must use DC 
breakers in your system, but they will fit inside a standard breaker 
box. | would bump the wire size up to #8 so that the voltage drop in 
your circuits does not affect your appliances. 


Twenty T-105 batteries? Wow, that’s a lot of batteries for such a 
small system. You may find that you will be running your generator 
a lot more than you think to keep the batteries topped off. Seems 
like you could get by with a much smaller battery bank than that, 
but | have not seen your load calculations. Personally, | like the 
Interstate batteries just fine. | don’t really have any preferences, but 
they look like a good deal. 


! do not know of 12 V GFI outlets. In fact, there is no such thing as a 
DC outlet. In my house, | use the 20 amp AC outlets for the DC 
circuits. They have receptacle slots that are different than the 
standard AC outlets. One is vertical and the other is horizontal. That 
way | can’t accidentally plug an AC appliance into a DC outlet, and 
vice versa. If the inspector requires GFI outlets for your house, you 
may be out of luck. You can just avoid putting outlets in the 
bathroom and kitchen, but many inspectors would not find that 
acceptable. 


I did find 12 and 24 volt smoke detectors, but they were very 
expensive. They are special models for multiple-detector systems 
that go into motels, etc. There was no battery backup on them, but 
there may be some out there that have that. | would try to reason 
with the inspector to allow strictly 9 volt battery detectors. That may 
be your only alternative; only further research will tell. 
Michael Welch 


DC/DC Converters 

Sir, You were referred to me by my solar elmer, John Holmes 
KA6KAA, for a possible answer to my current challenge. | am just 
starting to become grid-independent here in San Diego, and have 
built a 24 VDC solar and wind system. However, | run an extensive 
radio shack with lots of radios, TNCs, and antenna controllers on 
12 VDC. 


At first | thought | could pick off 12 VDC from the 24 VDC battery 
bank, but was met with unbalanced loads, erratic charge controller 
indications, and current loops (via the RF cables). Now | have a 
separate 12 VDC battery bank that | would like to charge from the 
24 VDC system. 


Searching for a DC/DC source battery charger, | did find one via the 
Majorpower.com site, model number BCD300-32-12, but it costs 
US$383. Living on a shoestring down here with the rising cost of 
electricity due to deregulation, | am looking for alternatives. Could 
you direct me toward a less expensive answer to this design 
problem? Thank you in advance, John Feist, AA6QN 
aa6qn@pacbell.net 
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Q&A 


Hello John. As you discovered, center tapping that 24 VDC battery 
bank to get 12 VDC is not the thing to do. This causes all the 
problems you mentioned, and also leads to premature battery 
failure. 


Any commercially made 24 VDC to 12 VDC switching power supply 
in the 20 plus ampere range is going to cost around US$300. 
Vanner, in Columbus, Ohio, makes a product called the Voltmaster, 
which is designed to do this job in motorhomes and home power 
systems. Their 20 amp model costs around US$300 also. We've 
used this unit, and it’s fairly RF quiet, efficient, and reliable. See 
HP33, page 84, for a review of the Voltmaster. 


Here is a company that makes a 20 amp, 24 VDC to 12 VDC 
converter for around US$100. A reader sent me this data, so it’s 
secondhand. Innovative Circuit Technology Ltd., 9775 188th St. 
#402, Surrey, BC V3T 4W2 Canada ¢ 604-888-6304 


You can also homebrew a circuit called the “charge shuffler.” It’s 
perfect for the job, if you can live with round-the-clock maximum 3 
amp input to the 12 VDC battery. See HP39, page 68. You can also 
homebrew a DC/DC power supply that is also limited to about 3 
amps. See HP37, page 82. Richard Perez, N7BCR 


Thank you for your response. Please publish my letter, since it may 
help others. | did receive a response from another amateur, and he 
mentioned www.mpja.com, product number 8600-PS, which is an 8 
amp, 24 to 12 VDC converter for US$29.95. John Feist, AAGQN 
aa6qn@pacbell.net — 


CC Expedition 
The World’s Brightest 
LED Flashlight 


LIFETIME 
GUARANTEE 
ON 
LED BULBS 


¢ 7 Brilliant White LEDs 
¢ Batteries Last 14 Times 


Longer Than In Regular 
Flashlights 


¢ Shockproof 
¢ Waterproof to 160 ft. 
¢ Unbreakable LED Bulbs 


¢ Durable “Twist On/ 
Twist Off’ Switch 


$59% 


Batteries & Shipping Incl. 
Made In USA 


800-522-8863 » ccrane.com 


If you don’t want 
good prices & great service 
don’t go to 


Mr Solar.Com 
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Make every day special. 


The natural ingredients of our products WE WROTE THE BOOK 


get their energy from the sun. 


ON ELECTRIC CAR 
CONVERSIONS 


Gif the-ard since simmonsnaturals.com : 
‘Gao 42295 Hwy. 36, Bridgeville, Ca 95526 CONVERT IT How-To Manual 
by Michael Brown with Shari Prange 


Expanded & Updated 3rd Edition 
$30.00 tax & postage included 


“We built Mr. Brown’s car, and we won.” 


Waking Bruce Burk,St. Johnsbury Academy, 
the Northland to 1991 American Tour de Sol Open Class Winner. 
Renewable Energy & — | ELECTRO AUTOMOTIVE 
Sustainable Living! ‘D\| POB 1113-HP, FELTON, CA 95018 
MP 
GL > 
Crt no ee 
Bringing the finest in technology, equipment, and <a ey BP 


knowledge to the northern midwest 


GREAT NORTHERN SOLAR 


77450 Evergreen Rd., Suite #1, Port Wing, WI 54865 
(715) 774-3374 « gosolar @win.bright.net 


—" www.electroauto.com 


2 bee %, 
of Back Issues se 


of Home Power ! 


Check out our Web site: www.homepower.com 
It contains an index of all articles back to issue #1. 


You can buy back issues individually: 
¢ $3.25 each for 13 and 17 through 20 
* $4.75 each for 21 through 45 (except for 35, 36, 38, 40, 41) 
* $5.75 each for 46 through present (except for 57, 59-61, 63-67) 
-OR- 
Deal #1: All available back issues for $100 
Deal #2: 6 or more issues (of 21 through present) for $4.00 each (sent bound printed matter). 
For U.S. ZIP codes only. See page 81 for international back issues. 


Check with your local library—through interlibrary loan you can get back issues. 
The Jackson County Library in Oregon and the Alfred Mann Library at Cornell University have all issues. 


Or, get the CD-ROMs—Solar2 (HP1—HP42), Solar3 (43-60), Solar4 (61-70), and Solar5 (71-76). 
Home Power, PO Box 520, Ashland, OR 97520 + 800-707-6585 + 541-512-0201 
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Rates: 15¢ per CHARACTER, including spaces and punctuation. $20 
minimum per insertion. All MicroAds are also posted on Home Power's 
Web site (www.homepower.com). Please a send check or credit card 
information with your ad. Your cancelled check is your receipt. 

Help us prevent fraud! Home Power MicroAds from individuals must 
supply serial number(s) for equipment being sold. Businesses must 
supply a published phone number(s) and a physical address. If at all 
possible, please pay for your ad via personal or business check, or 
credit card. 

While Home Power is doing everything we can to prevent fraud, we 
can assume no responsibility for items being sold. 


PURE CASTILE & VEGETARIAN SOAPS. Handmade in an 
AE environment. We also have hard to find natural bath & 
body care products. FREE catalog: SIMMONS 
HANDCRAFTS 42295 AE, Hwy 36, Bridgeville, CA 95526 


HYDROELECTRIC SYSTEMS: Pelton and Crossflow 
designs, either complete turbines or complete systems. 
Assistance in site evaluation and equipment selection. Sizes 
from 100 watts to 5 megawatts. Manufacturing home and 
commercial size turbines since 1976. Send for a free 
brochure. Canyon Industries Inc., P.O. Box 574 HP, Deming, 
WA 98244, 360-592-5552. e-mail:citurbine@aol.com web 
page: canyonindustriesinc.com 


XXXXXXXXX USED SOLAR MODULES XXXXXXXXX 
XXXXXXXXXXXXX 64 Watts $319 XXXXXXXXXXXXX 

Used MSX60s $295, BZ 8 amp pwm controller $49, Ex 2KW 
inverter SB, 110 amp charger New $850, 3000+ watt resistors 
$35, new 75 Watt modules $375. Buy, sell New/Used, Trace, 
NiCds. refrigerator. Try to match anyone’s prices. Call or send 
S.A.S.E. to Craig Eversole, 10192 Choiceana, Hesperia CA 
92345 for free flyer. M/C VISA Discover 760-949-0505 


The big-box Solar Mart may talk a good game from behind 
the order desk, but are they actually out there doin’ it? 
VERMONT SOLAR ENGINEERING takes pride in being a 
reality-based dealer/designer/installer. We know the products 
because we work with them every day—PV, hydro, wind & 
domestic hot water, from components to complete systems. 
So reject the romantic salesspeak offered by the volume 
dealers and give us a call. Thanks! 800-286-1252, 802-863- 
1202, 863-7908(fax). PO Box 697, Burlington, VT 05402. Our 
Website contains our installation portfolio and attractive sale 
pricing—www.vtsolar.com-Visa/MC 


| AM A SOLAR WHOLESALER looking for retailers to carry 
my solar electronic and hobby goods. Phone # (916) 486- 
4373. Please leave message. 


START YOUR OWN TECHNICAL VENTURE! Don 
Lancaster’s newly updated INCREDIBLE SECRET MONEY 
MACHINE II tells how. We now have autographed copies of 
the Guru’s underground classic for $18.50, Synergetics Press, 
Box 809-HP, Thatcher, AZ 85552. (520) 428-4073, VISA/MC. 


RADIO/TELEPHONES for Remote Homes: Internet access, 
Voice/Fax up to 20+ mi, U-own 1-8 line system. Also 2-way 
radios. (208-263-9755 PST) Send $2 cash: KRES, Box 215- 
HP, Kootenai ID 83840 


Micro Ads 


VERY LOW PRICES Solar Electric & Thermal Equip. Panels- 
Inverters, Charge regulators, wind generators-pumps-controls 
Please Call (888) 817-1737 or write to 6 Cresta Cir. #8, San 
Rafael, CA 94903 www.afterhourssolar.com 


INTERESTED IN INTENTIONAL COMMUNITY? 
Communities magazine offers complete, updated listings of 
intentional communities not found in the Communities 
Directory. Practical information about forming/joining 
community—alternative buildings & structures; getting off the 
grid, legal, financial, & land options. Plus Eco-villages, 
Cohousing, decision-making, conflict resolution, successful 
communities, children in community, research findings on 
community living. Quarterly. $20/yr, $5/sample. 138-HP Twin 
Oaks Rd., Louisa, VA 23093 (540) 894-5798 


YOUR ALASKAN SOLAR EXPERTS! Complete source for 
Alaskan alternative power. ABS Alaskan, 2130 Van Horn 
Road. Fairbanks, AK 99701 907/452-2002, AK 800/478-7145 


EARTH-SHELTERED HOMES This definitive manual by 
noted authority Loren Impson features detailed building 
instructions for the amazingly affordable and practical Ferro- 
Cement Dome Home. Only $15 from Sun Life, 71 Holistic 
Hollow, Mount Ilda AR 71957 www.sun4life.com 


OVER 23 YEARS IN SOLAR Business. Talmage Solar 
Engineering, Inc. has served customers from the islands off 
the coast of Maine to Honduras. We take time to figure out the 
exact needs of each customer, design and engineer systems 
that will work and give the best possible price on equipment. 
Give us a chance to show that our experience will help you 
build a solar power system that will work. We are always here 
to give backup support. 18 Stone Rd. Kennebunkport, ME 
04046 207-967-5945 E-mail tse@talmagesolar.com website 
www.talmagesolar.com 


FOR SALE: Photocopied reprints of Home Power issues 1-10 
available. All proceeds will be donated to IRENEW. Call 815- 
469-5334 or email Jeff_Green@msn.com. Sold only in sets of 
1 thru 10 for US$30 which includes shipping in most cases. 


BATTERIES: TROJAN L-16 & Hup Solar-One. High quality, 
low prices, delivered anywhere. MAPLE STATE BATTERY 
(802)467-3662 Jesus said “I am the way, the truth, and the 
life...” John 14:6 


STEAM ENGINE KIT, all materials with machining drawings 
or fully assembled. Power small boat, generator, or 
machinery. Information; $1.00 to Pearl Engine Co, RR1 Box 
45H Sutton VT 05867 * 802-467-3205 
http://nomepages.together.net/~pearleng 


EDTA RESTORES SULFATED Batteries. EDTA tetrasodium 
salt, info, catalog, $12/lb plus $3.50 ship & handle. Trailhead 
Supply 325 E. 1165 N. Orem, UT 84057, (801) 225-3931 or 
(801) 226-6630 email: trailheadsupply@webtv.net 
http://www.webspawner.com/users/trailheadsupply 


WANTED: The Midwest Renewable Energy Association is in 
need of two wind generator towers. We'd like Rohn SSV 
towers, one at 90’ to 100’, and the other at 110’ to 120’. 
Donations always accepted. Please call Mick at 920-837- 
7523 or Katy at 715-592-6595. 


INFORMATION WEBSITE We are building a RE info-site. If 

you have already designed a system, click on our website to 
know who is selling the products you need and at what price. 
www.spectrumdynamics.com 


COMPLETE 150KW Hydro plant, complete 3 mgw steam 
turbine plant, steam turbine prime mover. Other industr. eqp. 


Home Power #82 « April/May 2001 


aval (802) 467-3662 EST days. 


Micro Ads 


BUILD YOUR PHOTOVOLTAIC panels for as low as a $1.00 
per watt for cells. We @ The solar cell company buy and sell 
new solar cells @ low prices. We also carry small panels, thin 
film modules, staber washers, compact fluorescent lights, 
L.E.D. flashlights and light bars.Check out our low prices on 
our WEB site @ www.solarcell.net or e-mail us @ 
highgfm@mint.net The Solar Cell Co. P.O. Box 275, Lincoln, 
Maine 04457 


VERMONT PV DEALER. David Palumbo/Independent Power 
& Light has been installing off-grid systems, and helping do-it- 
yourselfers (who buy their equipment from him) with free 
professional design advice for over 10 yrs. Trojan and 
Surrette batteries. FREE with battery purchase IP&L deep 
cycle battery instructions. Trace, Solarex, Siemens, and BP at 
fair prices. Large supply of wire and cable. Beware of “fast 
buck artist,” slick talking, “lowest price anywhere” mail order 
companies who don't take the time to find out what you really 
need and can’t spend the time on personal support and 
service. Buy from an honest dealer who knows the products 
and cares about your success in using them. David's 
installations are innovative, simple to live with, and 
successful. And our long following of do-it-yourself customers 
always come back for more because they can rely on getting 
straight talk, no BS, and the best service possible. “David is 
one of the original RE pioneers... he knows how to really 
squeeze all the energy out of a KWH!” Richard Perez (HP60). 
|P & L, 462 Solar Way Drive, Hyde Park, Vermont 05655. 
Call David Palumbo 802-888-7194. Email: 
indeppower@aol.com. Web site: INDEPENDENT- 
POWER.COM. No catalog requests please. Please call for 
appointment before visiting. 


COMPUTER NERD WANTED: Work/study trade opportunity, 
6-12 months “Hands-On” workshop attendance in exchange 
for “net savvy” multi-media skills in IBM PC environment. 
Solar Energy International, 970-963-8855 


Trace Engineering Power Panel. State of the art power 
transferring, storing, routing. Two Trace power inverters 
#SW5548 with C40 units, one DC disconnent/overcharge 
module mounted on a single panel. New never used, orig 
$11,000+ sale price $6900 314 469-1361 


INTERNS WANTED at SOLAR ENERGY INTERNATIONAL! 
Work/study trade opportunities, 6-12 months “Hands-On” 
workshop attendance in exchange for multi-faceted office 
work, beginning ASAP. SEI, Carbondale, CO. 
sei@solarenergy.org * (970) 963-8855 (For SEI info see HP 
ad) 


TELLURIDE COLORADO: Off the Grid Properties! Hot 
Springs, Riverside, solar powered homes, large and small 
ranches. Find your own place in the sun with the only solar 
powered real estate office in Colorado. T.R.1. (970) 728-3205 
1-800-571-6518 


PROPERTY CARETAKERS/Housesitters enjoy rentfree 
living, worldwide 700+ opportunities available! The Caretakers 
Gazette (480) 488-1970. www.caretaker.org 


ONAN GENERATOR 4.5 KWatts. Only used 25 hours. Model 
No: 4.5 BGDFB. 7512 M. S/N H 980779540 AC Volts: 
120/240 Amps: 1818 Fuel LPropane Gas HZ: 60 RPM: 1800 
Bat 12V $2800 O.B.O Call: 530-228-1344 Write: Ann Polivka 
P.O.B. 4332 Chico CA 95927 


Budget Minded? AP120 $539, SR100 $449, SP75 $349, 
PW1000 $449, Air 403 $479 Call us for super low prices on 
Trace, Surrette, Dankoff & More 
www.nationaldiscountsolar.com 877-222-4990 


Solar Creations of Perrysville, OH designs and installs 
wind/solar electric systems, solar hot water systems, and 
solar space heating systems. We have done all electric 
homes! 419-368-4252 or www.bright.net/~solarcre 


Hardy-China Diesel generator 9.3 KW, a couple hours use, 
aircooled orig $3740, sale price $2625. Vince 314469-1361 


CO METERS, handheld, digital display, advanced design, 
accurate, affordable. Verify clean running and optimal 
performance for cars, generators, etc. Dealers Wanted. 
Contact silverad@innercite.com. 


DC GENERATORS, gasoline; 1.5Kw (24 volts, 50 amp) $395. 
3Kw (24 volts, 100 amp) $795. 7.5Kw (24 volts, 300 amps) 
$1695. Diesel & gasoline AC generators also available from 
5Kw—100Kw. Northwest Equipment, 54 Gibson Flats Rd., 
Great Falls, Montana 59405. 406-727-7700, fax 406-761 - 
7019, email gtedford@mcn.net 


Baker’s Choice wood cookstove from Suppertime Stoves. 
new never used $895 sale priced $494 314 469-1361 specs 
at lehmans.com, made in Canada. 


NEW MILLENNIUM Specials: Now offering you more!! Save 
5%-50% off marked down prices on all solar products. 
Register to win Free Gifts at our website: 
http://www.solartech3000.com Call Toll Free 1-877-246-8217 


WANTED: RURAL OFF-GRID HOME/PROPERTY TO RENT 
OR BUY. Must have excellent fresh water source, very clean 
air, any combination of wind/solar/hydro OK, prefer 40+ acres, 
will consider less. neelon@deeppool.com or 410 752 7156 


AUTO STANDBY Generators Propane or Natural gas 6 KW — 
40 KW Xfer switch incl. Tel: 732.271.7704 Fax: 732.271.9990 
www.focallighting.com 1830 Washington Valley Rd. 
Martinsville, NJ 08836 


WWW.SUNPOWERETC.COM - Internet solar sales. 
Sunpower Etc. is your complete source for solar products 
from key chains to complete independent home installations. 
PV and Thermal. Good service, good products, expert advice 
and low prices. Sunpower Etc. Scarborough, ME 207-883- 
0549 


HEXAPLEX Kilowatt hour metering system measures DC & 
AC energy simultaneously for up to 8 channels. No 
programming or computer required. Measures solar, wind, 
generator, utility, load, battery input and output kilowatt hours 
up to 10,000 on individual resettable registers. Capacity 6KW 
per AC channel and 12KW per DC Channel. Fisher Wright 
Instruments, Box 683120, Park City, UT 84068 Phone 801- 
209-2392, E-mail FISHER-WRIGHT@worldnet.att.net or visit 
our web site http://nome.att.net/~fisher-wright 


SW New Mexico, 40 acres, 1 bed, 1 bath. Solar, wind, and 
grid electric. Mountains and BLM in your back yard. Phone, 
well, more. 505-557-2217 or www.vic.net/~dzrtmoon/ 


EV—GORILLA VEHICLES electric utility vehicle. Looks like 
an ATV, but tough and powerful like a little tractor. Fun To 
Drive. Great for work, EcoTours, or around the neighborhood. 
(714) 377-7776 see at www.GorillaVehicles.com 
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15 KW NEW STAMFORD, New Age brushless AC generator, 
1800 rpm China Diesel engine, Murphy switch, FOB 
Springdale, AR. 20% discount, $4,000. Call 734-671-0589 


BATTERIES BY THE TOW! Free batteries from de- 
commissioned microwave sites. you need a strong back, and 
good truck or trailer, as the smallest site contains at least a 
ton of good lead acid batteries, 4/0 cables, and battery 
chargers. Sites are in MT, ND, KS, & WY. rspain@allwest.net 


USED JACOBS 20kw wind generator Model 29-20, Low 
usage , well maintained, 80’ free standing tower, all 
associated equipment, $10,000 or b.o. (763) 428-1313 


BEAUTIFUL CUSTOM, solar, straw bale home for sale near 
Cortez, CO. Call 970-882-2544 


$600 NEW MEXICO Rural 1/2 Acre Flat Sites. Excellent Well 
Potential, Roads, Soil, Air, View, Freedom. Details at 
www.geocities.com/lunalanding2002/index.html or (505) 536- 
3813 


Kewet Electric Car 1993. 48 Volt. Great for recharging from 
solar. CA # 3NRC868. $3900/best offer. (510) 864-3179 / 
(415) 421-4201. 


HOME POWER MAGAZINE issues 1-43 except 37 $60. 
Original Mother Earth News, 61 of the first 109 including 
number 1, Index 1-60, garden & housing specials $125 Ron 
8-10 PM EST 706-745-9176 


Trojan L16 six volt deep cycle batteries. 40 units. sat fora 
year, never used orig.$136 ea. best offer. 314 469-1361 


SUN FROST RF-12, 12V Refrigerator/Freezer, White 7 yrs 
old, works perfectly $1,000.00 541-482-2332 


OZARKS JEWEL: Solar 2 Br. home on 10 acres includes 
guest cabin, shop, drilled well, fruit trees, organic garden. 
Adjoins 55,000 acres Ozark Scenic Riverways with 
spectacular caves, bluffs, swimming, canoeing. $76,900 (417) 
934-2566 or fcircle@townsqr.com 


RELOCATION FORCES SALE!!! Totally automated solar and 
wind powered, off-the-grid home. House is 2,300 sq/ft. 3+ 
bed, 2 1/2 bath, with attached 2 car garage, solarium with 
whirlpool, open floor plan with beautiful cedar ceilings, wood 
trim, doors, and flooring; large kitchen with propane cook 
stove and Stanley wood cook stove; also large 8x14 pantry. 8 
inch walls and full basement keep the house warmer in winter 
and cooler in summer. Large 30x50 shop, 1,000 sq.ft. Bunk 
house, old 2 stall barn and tack room, great well with 1,000 
gal. holding tank, all on 10 sunny acres of meadow and trees, 
with distant sunrise and sunset views. Great horse and 
hunting area with 100 of acres of timber and park lands, as 
well as end of the road privacy. 30 minutes to beautiful Lake 
Coeur D’alene, 1 1/2 hr to Spokane airport. Some of the 
components of the system are: 20 Siemens 55 watt 
photovoltaics panels, 4 Siemens 90 watt photovoltaic panels, 
24 volt Trace sinewave inverter, APT Power Center, APT 
Tapering Diversion Regulator, 24 volt 1290 amp hour 
Standard Battery Bank, Whisper 1000 wind generator, 11.5 
Onan Diesel Generator with 500 gal diesel tank, 2 panel solar 
hot water system with 12 volt photovoltaic panel, Sun Frost 
19.5cu. frig/freezer plus 11+ cu. freezer, and 22 cu. freezer. 
Sale price $209,000.00 w/out realtor. Kevin Vevang 
Construction, 208-245-7725, or 
www.skyfamily.com/solarhome-kev-vevang 


Micro Ads 


FOR SALE: Sun Frost refrigerator, Solarjack well pump, 
Dankoff booster pump, Trace Engineering C40 charge- 
Diversion & load controller, Kyocera solar panels, Exide 
batteries. Call 520-339-4623. 


USED TRACE 2524SB w/batt charger, turbofan, interface 
module. Perfect cond. $750; 800 w/100a disconnect, 00 
cables. Also (15) 4ga T-105 interconnect cables $60 
brian@turbont.net 603.543.7967 


8 KILOWATT DAYTON diesel generator —mfg on 2-wheel 
trailer-towable! Excellent shape. Low hours. Only $4500 541- 
592-3495 


ELECTRIC TRACTOR, New Idea EGT100, runs great, good 
condition, with mower deck, best offer 517-671-2857 Bay City, 
Michigan 


ELECTRIC VEHICLES For Sale: 85 Chevy S-10 with: 9” 
Advanced DC Motor, 120 v battery bank, 1/2 bank in truck 
now, K&W on-board charger, Tachometer, “conquest” tires, 
Solar charged auxiliary battery. $9,000 as is, $11,500 with 
new battery bank. Boyertown Minivan with: 120 volt GE 42 
HP DC motor, electronic speed controller, 12 volt lighting, 
wipers, instruments, Gas heater and defrost, Needs new 
battery bank, tires, and paint. $3,000 as is 540-953-1046, 
moonlightsolar.com 


FREE BATTERIES! Visit this site to find out more details 
about a great deal on 18 C&D lead acid batteries. Serious 
inquires only. http://home.flash.net/~jhd1 /batteries.txt 


BEAUTIFUL SOLAR/HYDRO POWERED HOME for sale in 
Rogue River, OR. Two bedroom, 2 1/2 bath 1600 sq. ft. home. 
Cedar siding and paneling, 960 sq. ft. shop. On 40 secluded 
acres, pond & year round creek. 5 miles from town. $269K. 
Pictures at http://www.geocities.com/adamhouse2001 .(541) 
582-8113 


DEEP ROCK WELL Drilling Hydra Drill 2001 Package for up 
to 200 ft 4” Wells. Includes GHP Powerhead with gearbox, 
mast, swivel, and power ratchet, 5HP Mud Pump, gate valve, 
6 drill bits, 200ft of PVC 4” piping, and well screen. Used only 
once. Original Cost $3792-Selling for $2800 or best 
reasonable offer. Call Randy at 651-426-5707 


HOME POWER MAGAZINE Complete original edition issues 
#1 through #76 in 4 boxed sets. $250 postpaid U.S. 508-693- 
7136 


WE CAN HELP you put in a quality system. Bill Loesch Solar 
1 / St. Louis Solar 314-631-1094, 
Bill_loesch@compuserve.com 


All new: Vestfrost chest freezer $500 James hand clothes 
washer, $225, wringer $100, freestanding all-fuel water/hot 
tub heater $245. 360-676-8441 (WA) or 
Duane3000@yahoo.com 


POND AERATION WINDMILL: Koenders Air Compressor, 12 
ft. Tower, 100 ft. Air Line, Aeration Stone: $585. Electric Air 
Pump: $375. Electric Aerator System $465. Air Powered 
Water Pump $180. Green Windmill info. Solar & Wind 
Powered Electric Products. We can ship worldwide. Malibu 
Water Resources — 800 470-4602 — www.MalibuWater.com 


CONSERV SKS 375 SUPERLOW Power electric useage, 
save 70%, refridgerator 7.6cft / freezer 4.2cft, 11.8cft total. 
orig. $1095 sale $595. New, never used. Vince 314 469-1361 
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SOLAR ELECTRIC GENERATORS 
WIND POWERED GENERATORS 
SOLAR WATER HEATERS 
SOLAR POOL HEATERS 


Our packaged systems are well thought out and time-tested 
Essy fo getup. code compliant & complete wih everhing you meed for lenctional apse 
We Offer Owner-Builder Discounts 
Performance and Reliability at Great Prices 
Referral to the Solectrogen Dealer-installer in your area (call us) 


Dealer Inquiries Welcome. Free Catalogs to Dealers 
Call Us Today 800-822-4041 
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QUALITY PRODUCTS 
TECHNICAL SUPPORT 


HUGE INVENTORY 
ON-LINE CATALOG 
ON-LINE ORDERING 
STAFF ENGINEERS 
SYSTEM DESIGN 
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SOLAR DEPOT -SAN RAFAEL 
G1PAULDAIVE = 
‘SAN RAFAEL, CA 949403 
415.499.1333 

FAX 415.099.0316 
ORDER LINE 800.822.4041 


SOLAR DEPOT SACRAMENTO 
8605 FOLSOM BLVD. 
SACRAMENTO, CA 95826 
916.981.0235 — y 
FAX 916.981.2603 

ORDER LINE 800.321.0101 
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|.the act of joining together 1. ability to do;inspire;sustain 
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SCHOTT 
APPLIED POWER 
CORPORATION 


Wee are pleased to announce the joming 
of Applied Power Corporation into the 
Schott Group. We have a renewed 
commitment to excellance in serving our 
customers. With offices in California, 
Washington and Massachusetts we will 
be focusing on prompt delivery, technical 
support, in-siock inventory and training 
programs. We are still your source for 
power fram sun, wind, and water, Having 
just become an authorized Trace™ repair 
center we are able to handle your needs 
before, during and now after a sale. 


We wish to 
thank our dealers 
for their support and 
welcome new dealers 
to our new company. 


For information on how you can 
become a dealer for PV products, 
hydro and wind generators and 
all balance of system components call: 


800 777-6609 


P.O. Box 339, Redway CA 95560 
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VORERIA: 


Module Quantity per Carton 2 a ay 

Carton’ Size in Inches (LxWxD) 60.0 x 28.0 x 3.5 a one a 

Carton Size in Centimeters (Lx Wd! 1530 x Flite s.0 / = ms 
Carton Gross: Weight 6a.0 ths. (28.6 kg! 

Muntber of Cartons per Pallet 10 / 

Number of Modules per Pallet Fi) Oo oo 


Max. Pallet Dimansions (LxWaD)" 60.0 x 28.0 aise o. 
Maw. Pallet Dimensrons 38.0 ea. ft 41. Teum)> , P 


Gross Weight of Max Pallets 685.0 Ibs. (311.0 kg) os 

No. of Modules per 20) Coptainer ic oo = a 

Aloo of MDa Oa 40° Container at -O 4 
= 


Piers Bae 1 it (1424.0 mm! 
iG? art, (657.0 mm) 
2394 in. (608.0 rim! 
57.8? in. {P3660 rr! 
O.87 i. 2207 emer) 
1.74 in, (28.9 wm] 
8.48 mm of24a000 min 
nen 3Pa2an, (947.0 mim! 


‘esimunr Pourer — 120 Watts 
Maximum Power Voltage 1, 5 Wodts: 
Maximum Power Current 7 10 Amps 
Open Cirenit Voltage 27.5 volts 
Short-Circuit. Current fdS Amps 
$6.0 in (T4250 mm) 
of Fin, (e200 mim 
ain, (60. 8 mim! 
| fh.t ibs. 171 wag! 


KYOCERA SOLAR, INC. 


7812 East Acoma Drive 
Scottsdale, Arizona 85260 USA | KYOCE Rd 
T: 480.951.6330 © 800.544.6466 
F: 480.951.6329 © 800.523.2329 


www.kyocerasolar.com KYOCERA SOLAR, INC. 


info@kyocerasolar.com 


to USA Zip Codes 
Gift Subscription 


New 2nd Class Sub-$22.50 


From (give your name and address here) 
DO YOU WANT US TO SEND YOU A SUBSCRIPTION RENEWAL NOTICE? 
The number of the last issue in your subscription is printed on your mailing label. 

_] Yes, remind me by mail when my subscription runs out. [J No, I'll check my mailing label so we can save energy & paper. 


, Home Power Subscription 


$22.50 per year (6 issues) to U.S. Zip Codes via 2" Class U.S. Mail 
$36.00 per year (6 issues) to U.S. Zip Codes via 1$' Class U.S. Mail 
$30.00 (U.S. drawn on U.S. Bank) International Surface Mail, see pg. 81 for Air Rates 


Home Power magazine, PO Box 520, Ashland, OR 97520 


Subscribe online at: www.homepower.com 
Subscriptions: 800-707-6585 (inside USA) or 541-512-0201 or Fax 541-512-0343 
Editorial: 530-475-3179 or Fax 530-475-0836 


To subscribe to Home Power, please fill out the sub form below, enclose payment as a check, money order, or 
Visa/MasterCard, and mail this form. Tape the form well or use an envelope so your check doesn't fall out. Your sub or 
renewal will start with HP's next regularly scheduled issue. Please allow up to ten weeks for the start of your 2nd class sub. 
For those wishing International Subscriptions or Back Issues of Home Power, please see page 81. 


to USA Zip Codes 


New 1st Class Sub-$36 


Sub Renewal 


Specify 1st or 2nd Class 


Change of Address 
(include old address) 


PLEASE CLEARLY PRINT THE COMPLETE NAME AND ADDRESS FOR THIS SUBSCRIPTION: 


NAME 


STREET 


CITY 


STATE 


PHONE 


EMAIL 


visa 


Signature (as shown on card) 


Zi “t a Credit Card Number 


ZIP 


ES Credit Card Orders: please check the type of card you have and fill in the information below. 


Exp. Date 


Amount $ 


The following information about your renewable energy usage helps us produce a magazine to better serve your interests. 
This information will be held confidential. We do not sell our mailing list. Completion of the rest of this form is not necessary to 
receive a subscription, but we would greatly appreciate your input. 


NOW: | use renewable 
energy for (check ones 
that best describe your 
situation) 

All electricity 
| Most electricity 
I Some electricity 
__! Backup electricity 


_J Recreational electricity 
(RVs, boats, camping) 


__] Vacation or second 
home electricity 


_ Transportation power 
(electric vehicles) 


_] Water heating 
| Space heating 
| Business electricity 


In The FUTURE: | plan to 
use renewable energy for 
(check ones that best 
describe your situation) 
J All electricity 

_] Most electricity 

_] Some electricity 

_| Backup electricity 


|_] Recreational electricity 
(RVs, boats, camping) 


_] Vacation or second 
home electricity 


| Transportation power 
(electric vehicles) 


_] Water heating 
|_] Space heating 
\_] Business electricity 


RESOURCES: My site(s) 
have the following 
renewable energy 
resources 

(check all that apply) 
| Solar power 

_] Wind power 

| Hydro power 

_| Biomass 

__ Geothermal power 
| Tidal power 

| Other renewable 


energy resource 
(explain) 


The GRID: (check all that 

apply) 

_J | have the utility grid at 
my location. 

| pay ¢ for grid 
electricity (cents per 
kilowatt-hour). 


% of my total 


electricity is purchased 
from the grid. 
__] | sell my excess 
electricity to the grid. 
The grid pays me ¢ 
for electricity (cents 
per kilowatt-hour). 


(continued on reverse) 


HP#82 


| now use, or plan to use in the future, the following renewable energy equipment (check all that apply): 


NOW 


a a 


-*FOLD HERE AND TAPE EDGES ''= 


Please write to us here. Tell us what you like and don't like about Home Power. Tell us what you would like to read about in 
future issues. Thanks for your attention and support. 


Check here (I if it is OK to print your comments as a letter to Home Power. 


Return Address 


FUTURE 


LJ 


a ee ee ee 


LJ 


Photovoltaic modules 
Wind generator 
Hydroelectric generator 
Battery charger 
Instrumentation 
Batteries 

Inverter 

Controls 

PV tracker 


Engine/generator 
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Home Power magazine 


NOW 


i ee ee ee ee 


= 


FUTURE 


LJ 


a ee ee ee ee 


Post Office Box 520 
Ashland, OR 97520 


Methane digester 
Thermoelectric generator 
Solar oven or cooker 

Solar water heater 
Wood-fired water heater 
Solar space heating system 
Hydrogen cells (electrolyzers) 
Fuel cells 

RE-powered water pump 


Electric vehicle 


